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Inside Dope 
By GEORGE 
F. TAUBENECK 


Learn to live and laugh ~ 
thus delay your epitaph 


Stories of the Week 

Luck In Jail 

incidental Intelligence 
Well, Whaddaya Know?. 
Leave "Em Smiling 
Laugh! It’s Good for You! 
Automation and Us 

Golly! Gee Whiz! 


How To Get Rich Quickly 


Stories of the Week 


On his 102nd birthday, Frank 
Bliven of Detroit told interview- 
ers that he kept young by read- 
ing newspapers, and by taking 
a lively interest in politics and 
public affairs. 

“That young fellow in the 
White House (Eisenhower ) 
would do OK,” he opined, “if 
folks would give him a chance.” 

“How's your married daugh- 
ter making out these days?” 
gossiped a neighbor. 

“She can’t get along with her 
husband,’ admitted Mrs. Jones. 
“In fact, she hates him now. 
But then, isn’t there always 
something to worry about?” 


Luck In Jail 


As a team four men bet cor- 
rectly on 10 horse races at the 
Lima (Peru) track and wound 
up with some $60,525. Each in- 
vested about 50 cents. 

These lucky (7?) fellows are 
incarcerated in the Lima prison. 
The Peruvian director of prisons 
deposited their money in a bank. 
They won't be allowed to collect 
until they are released. Ironic- 
ally, the prisoner who picked 
the winners is doing a life term 
for murder. 

You don’t have to live right, 
apparently. 


Incidental Intelligence 


President of the Flint, Mich., 
CIO Council is Mr. Norman 
Bully. 


Actually and truly, this hap- 
pened. 

A Detroit lad applied for “re- 
lief payments” at the Welfare 
Office. 

“Are you the head of your 
family?” he was questioned 
routinely. 

“Not yet. But if you'll give 
me ‘relief’ checks for groceries 
I'll get married right away. I 
don’t need rent money because 
we can room with my mother. 


Ncrsa Reports 
First Half Net, 
Sales Top “55 


PHILADELPHIA — Substan- 
tial gains in sales and net profit 
in the first six months of this 
year over last year have been 
chalked up by members of the 
National Commercial Refrigera- 
tor Sales Association, according 
to Marie H. Lawton, executive 
secretary, who has also an- 
nounced the addition of five new 
NCRSA members. 

Total dollar sales increased 
an average of 29.21% in the 
first half of this year compared 
with the same period of 1955, 
with second-quarter sales show- 
ing a 20% gain. 

Dollar net profit was up 
35.79% in the first six months. 
Inventory on July 30, 1956 in- 
creased 28.07% over the same 
date last year, and accounts re- 
ceivable rose 12.33%. 

In all, 79% of the reporting 
distributors had sales increases 
in the first six months; 72% 
had greater sales in second 
quarter compared with the same 
period of 1955, and 66% re- 
ported an increase in net profit 
for six months. 

New distributor members of 

(Concluded on Page 4, Col. 5) 


Rses Sets Program 
For Boston Forum 


CHICAGO — Complete pro- 
gram for the refrigeration and 
air conditioning regional educa- 
tional forum to be held Sept. 21- 
23 at Boston’s Bradford hotel 
has been announced by the Re- 
frigeration Service Engineers 
Society. 

Second in a series of three to 
be held this year and early 1957, 
the forum has been arranged to 
bring industry members up-to- 
date on current developments in 
refrigeration and air condition- 
ing service and _ installation 
work. 

Formal opening of the forum 

(Concluded on Page 28, Col. 1) 


Cold Cash Went Into 


lke’s 3 Freezers, 
Columnist Says 


WASHINGTON, D. C— 
There’s refrigeration equipment 
aplenty, including three freezers, 
on President Eisenhower’s farm 
in Gettysburg, Pa. The units are 
not gifts. The President paid 
cash for them; he has the bills 
of sale to prove it. 

This was reported recently in 
Drew Pearson’s syndicated 
“Washington Merry-Go-Round” 
column. 

The column, currently being 
written by Pearson’s junior 


Detroit Adopts 
Limited License 


For Contractors 


DETROIT—The city of De- 
troit has created new “re- 
stricted” refrigeration and heat- 
ing contractor licenses and 
smoothed the way for a quali- 
fied contractor in one field to be- 
come licensed in the other. 

The changes were written into 
the city’s refrigeration code and 
gas and oil burner code in a 
series of amendments that be- 
came effective on Sept. 6. 

Under the new set-up, a 
licensed Class B or C refrigera- 
tion contractor who can qualify 
for a restricted heating con- 
tractor’s license will be _ per- 
mitted to install—but not serv- 
ice—gas-fired design heating 
units of up to 300,000 B.t.u.h. 
input and oil-fired design heat- 
ing units using Nos. 1, 2, or 3 
distillates and having a maxi- 
mum fire rate of 3 g.p.h. 

Conversely, a licensed heating 
contractor who can qualify for 
a restricted refrigeration con- 
tractors license will be permitted 
to install—but not service— 


self-contained comfort air con- 
(Concluded on Page 8, Col. 1) 


Room elt irs. TeGiveB.t.eh 
Ratings of Models to Outlets 


M-H To Enter 
Electronic Air 


Cleaning Field 


MINNEAPOLIS — Minnea- 
polis-Honeywell Regulator Co. is 
making preparations to enter 
the rapidly-expanding electronic 
air cleaning field according to 
Paul B. Wishart, president. 

He said the company would 
develop and produce electronic 
air cleaning equipment, and 
would begin marketing activities 
in the field early in 1957. Manu- 
facturing operations will be car- 
ried out at the firm’s plant at 
Wabash, Ind. 

In the new _ undertaking, 
Honeywell will work in coopera- 
tion with Trion, Inc. of McKees 
Rocks, Pa., which has been a 
major producer of electronic air 
cleaning equipment for nearly 
10 years. 

The two firms have entered 


into a licensing agreement which 
(Concluded on Back Page, Col. 5) 


Change Chicago Site of ‘57 Ari Show 


WASHINGTON, D. C. — Chi- 
cago’s International Amphi- 
theatre has been selected as the 
site for the 10th Exposition of 
the Air-Conditioning and Re- 
frigeration Industry, it was an- 
nounced by Geo. S. Jones, Jr., 
managing director of the Air- 
Conditioning & Refrigeration In- 


stitute, sponsor of the biennial 
exposition. 

Decision to hold the big 1957 
show at the Chicago Amphi- 
theatre followed a meeting in 
Chicago of ARI’s Exposition 
Committee under the chairman- 
ship of Rollin H. Israel of Vir- 
(Concluded on Back Page, Col. 1) 
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Longer Apple Storage 
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NARDA Asks Mfrs. To State Position 
On Central Service, Avoid Conflict 


CHICAGO — Essentiality of 
manufacturers clarifying their 
positions on central service and 
indicating the extent to which 
they plan to go into the field, 
lest serious conflicts arise be- 
tween them and both self-servic- 
ing dealers and independent 
service, was emphasized in a 
statement by Kenneth Stults of 


issued the following statement: 

“Most NARDA members are 
self-servicing in both appliance 
and television. Most use service 
as a tool to create a greater 
volume of sales. There also is a 
large group who see that serv- 
ice yields as great or even 
greater profit than the sale of 
new appliances. 


* Every Ad Won’t Need 


To Carry Ratings 
Ar! Director Explains 


WASHINGTON, D. C. — The 
decision of 21 room air condi- 
tioner manufacturers to make 
public the B.t.u. per hour cool- 
ing capacity ratings of their 
units as part of their 1957 sales 
promotion doesn’t mean that 
every newspaper advertisement 
offering room units will give the 
B.t.u. ratings for every unit of- 
fered. 

So stated Geo. S. Jones, Jr., 
managing director of the Air- 
Conditioning & Refrigeration 
Institute, in clarifying the re- 
cent announcement of the manu- 
facturers’ action. 

As reported in the Sept. 10 
issue of the News, the action 
came as ARI’s Room Air Con- 
ditioner Section adopted a pro- 
posal that cooling capacities of 
room air conditioning units be 
published on the basis of ratings 
and tests performed under ARI 
Standard 110-56. This standard 
provides for expression of ca- 
pacity in terms of British Ther- 
mal Units. 

Jones indicated the manufac- 
turers realize that including 
B.t.u. ratings of each room air 
conditioner offered in every 
newspaper ad might prove 
cumbersome for retailers. 

Therefore, a prominent state- 
ment in distributor or retailer 
ads that the B.t.u. ratings are 
available to any interested con- 
sumer upon request at the store 
will be just as acceptable, it was 
pointed out. 

The manufacturer will make 
available to the distributor and 
the retailer the ratings for each 
model on the market. 

Jones said the producers plan 
to emphasize to the public that 
B.t.u. ratings can be obtained 
(Concluded on Back Page, Col. 2) 


Bohn Names Hawk 
Betz General Mgr. 


DETROIT — Appointment of 
Frank C. Hawk as general man- 
ager of the Betz Div., 


' 


Bohn 
Aluminum & 
7 Brass Corp. was 
' announced here 
recently by Terry 
W. Kuhn, execu- 
tive vice  presi- 
dent of Bohn. 
Hawk was for- 
merly vice presi- 
dent in charge of 
F.C. sales for the 
Brunner Mfg. Co. He has been 
in the refrigeration and air con- 
ditioning industry for 21 years 
holding various engineering and 


— 


~.... 
~— 


Hawk 


‘hadday now? artner, Jack Anderson, pointed Electronics Specialties Co., “New developments impose on sales management positions. . 
vo ties pe that the freezer “is the chairman of the Service Com- NARDA the responsibility of Bohn re nf aves Betz “ad 

Up until now it had been our famous appliance that caused mittee of the National Appli- pointing the way and leading the Corp. of Hammond, Ind., manu- ‘, 
impression that a Phi Beta Kap- the Truman Administration so ance & Radio-TV Dealers Asso- servicing industry. facturer of coil surfaces and 7 
pa key and 10 cents would get much trouble. In 1949, Maj. Gen. ciation. “What we need is a Paul complete convection units, and 
you a cuppa coffee. But: Harry Vaughan accepted two Under the title, “What Hap- Revere to awaken the servicing moved it to a newer and larger 

(Concluded on Page 10, Col. 1) (Concluded on Back Page, Col. 1) pens While We Sleep!!”, Stults (Concluded on Page 29, Col. 1) plant in Danville, Ill. 
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Acme Names Merrill 
Field Sales Manager 


JACKSON, Mich.— Wm. R. 
Eichelberger, vice president- 
director of sales, Acme Indus- 

; tries, has an- 
nounced the ap- 
pointment of 
Duane G. Merrill, 
sales manager, 
field sales. 

Merrill, asso- 
| ciated with Acme 
since 1947, for- 
i merly was east- 
D. G. Merrill ern regional man- 
ager with headquarters in New 
York City. 


Merrill, a graduate of Rensse- 
laer Polytechnic Institute, holds 
a B.S. degree in mechanical en- 
gineering. 

Prior to joining Acme, he saw 
three years’ active during dur- 
ing World War II, it was dis- 
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Submarine Conditioning 
Principle Heats, Cools 
New Miami Beach Hotel 


MIAMI BEACH, Fila. — Prin- 
ciples of air conditioning devel- 
oped for use in the atomic sub- 
marine Nautilus have been 
adapted to cool and heat the 
new Americana hotel in Bal 
Harbour, it was reported by E. 
G. Carroll, president of Hill- 
York Corp., Miami. 

Installed at the Americana, 
which opens Nov. 25, is 750-hp. 
of York marine-type reciprocat- 
ing compressor assemblies con- 
nected to over 1,000 tons of air 
handling units. 


Because the huge units are 
the same type used in sub- 
marines, no cooling towers are 
used. Huge salt water wells on 
the Americana property will 
produce condensing water at the 
rate of 2,250 g.p.m. 


4y KREMER 


HINGED PAN 


quick and easy access 


Praised for years by installation and service men. 


Built-in Heat Exchanger 


NO RUSTING — polished 
aluminum casing 


WRITE NOW 
FOR 
BULLETIN C-192-7 


© This water will be used to 


remove heat from condenser 
units and the water will then 
be pumped back into the ocean— 
10° warmer than when it came 
from the wells. 

York compressors chill the 
the water used in the condition- 
ing system to 45° before piping 
it to the 500 outlets throughout 
the hotel. In each guest room, 
the occupant will be able to 
choose his own degree of cool- 
ness by individual thermostats. 


To save space, the room units 
are located in the ceiling. On 
the very few days when heat is 
needed in Florida, the system 
will be reversed to supply warm 
air. 

Designed to provide air con- 
ditioning for as many as 3,000 
persons in the hotel at any one 
time, units range from 1-ton ca- 
pacity in the guest rooms to 
121.3 tons provided for the con- 
vention hall. More than 150,000 
Ibs. of sheet metal went into 
the ductwork. 

The $17 million Americana 
features 475 rooms, suites, and 
apartments; 600 ft. of private 
ocean-front; 10 acres of land- 
scaped grounds; an olympic- 
size swimming pool surrounded 
by 100 cabanas; and acres of 
lounge and recreation areas 
amid tropical gardens. 


Worthington Appoints 
Mattullo Branch Mgr. 


NEW YORK CITY—J. R. 
Mattullo has been appointed 
branch manager of the Worth- 
ington New Jersey sales office, 
it was announced recently by 
W. J. Van Vleck, manager, New 
| York district office. 

A graduate of New York uni- 
versity where he obtained a 
Bachelor of Science in mechani- 
cal engineering, Matullo joined 
Worthington in 1934 as an ap- 
plication engineer in the Harri- 
son Div. Rotary Pump Sales 
Dept. 

In 1936 he was transferred to 
the corporation’s New York dis- 
'trict office, serving here until 
| 1938 when he returned to Harri- 
| son to serve in the New Jersey 
sales office as a general line 
|salesman until his present ap- 
_pointment. 

During World War II, Matullo 
served as a major in the Corps 
of Engineers. He is a licensed 
professional engineer in the 
State of New Jersey. 
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‘CONVINCING, AUTOMATIC WASHER > 
DEMONSTRATION FEATURE, 


pr 


TAKES ONLY 60 ‘SECONDS! 


The Balanced 
Line! 


. Proven Programs and Promotions are 6 MODELS 

) now ready to enable the Kelvinator FULLY 

: dealers to take full and immediate AUTOMATIC 
advantage of this sensational traffic Priced for Profit 


building sales-making Kelvinator exclusive Priced for Volume 
, DYNAMIC 
et MODELS 


Sa ce ee. t 


a New 1957 KELVINATOR eae ap 
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11-Week Contest 


Amana’s ‘Shares In America’ Due for Top 
Conditioner, Freezer, Combination Sales 


AMANA, Iowa—For 11 weeks 
starting Sept. 15, appliance 
dealers will be invited to win 
“shares of America” in return 
for outstanding sales perform- 
ance on Amana Refrigeration 
products. 

The “shares in America” to 
be awarded dealers for buying 
and selling Amana freezers, 
freezer-plus-refrigerators, and 
central air conditioners are in- 
come-producing stocks in a 
“blue-chip” mutual fund, the 
United Science Fund. Each 
share of this dividend-paying 
fund currently is valued at 
about $12.50 a share. 

The prizes in the “Own a 
Share of America” promotion 


are unique because they are an 


Tubing Drawn by PENN is 


investment, rather than a one- 
shot reward, it was explained 
by George C. Foerstner, execu- 
tive vice president of Amana. 
“Each month that the dealer 
owns United Science Fund 
shares, their value should in- 
crease, just as the real value 
that is America continues to 
grow,” he said. 

There is no limit to the num- 
ber of shares a dealer can win 
and all costs are borne by 
Amana. With distributor sales- 
men also eligible to win shares, 
more than 20,000 shares are 
slated to be distributed through 
this program, Foerstner further 
commented. 

The promotion was organized 
in cooperation with Waddell & 


Reed, of Kansas City, the fund’s 
principal underwriter. 

The United Science Fund is 
composed of holdings in more 
than 90 corporations in nine 
major growth industries, Foerst- 
ner said. All are companies, like 
du Pont, Union Carbide, East- 
man Kodak, Alcoa, Standard 
Oil of New Jersey, and Dow 
Chemical, which invest consider- 
ably in scientific research—the 
“soundest basis for growth.” 

All dealers participating in 
the promotion receive a kit of 
sales promotion tools, including: 
200 newsprint broadsides, three 
window banners of varied sizes, 
consumer magazine ad reprints 
for display purposes, product 
book, spec sheets, ad mats, and 
TV and radio spot announce- 
ments. 

During the promotion, 
Amana’s new blue and yellow 
clock sign is being offered to 
dealers at more than 30% less 
than the regular price. 
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G-E To Hold Regional Air Conditioner, 
Heat Pump Distributors Sales Meetings 


BLOOMFIELD, N. J.— The 
General Electric Co.’s commer- 
cial and industrial air condition- 
ing and Weathertron depart- 
ments are conducting a series 
of regional sales meeting for 
their distributors during the 
latter part of September and 
early October. 

On Sept. 17 and 18, commer- 
cial and industrial air condition- 
ing department distributors in 
the east central region will meet 
at Galen Hall in Wernersville, 
Pa. On Sept. 18 and 19, Weather- 
tron distributors in both the 
east and east central regions 
will meet there. Eastern region 
distributors had their meeting 
Sept. 12 and 13. 

Grove Park Inn at Asheville, 
N. C. will be the scene for 


tributors from the south central 
region on Sept. 27 and 28, from 
the central region Oct. 1 and 2, 
and southwestern Oct. 4 and 5. 
Weathertron distributors from 
the south central region will 
meet at the Grove Park Inn on 
Sept. 25 and 26, while those 
from the other two regions will 
meet there on Oct. 2 and 3. 
West Coast commercial and 
industrial department distribu- 
tors will gather Oct. 15 and 16 
at the Hotel Naples in Reno, 
Nev. Weathertron distributor 
meetings will be scheduled later. 


Referee Asks Court To 
Have Nelson Chapter 11 


meetings of air conditioning dis- Reor ganization Changed 


4 


ty 
= “se 
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The uniform standards in wall, grain structure and temper in specified PENN Quality 
tubing and the vigilant watchfulness in protected shipments permit more feet of 
usable tubing per pound through less waste. 
The friendly cooperation of the entire PENN staff to adjust themselves when the 
unusual happens and PENN'S faithful ‘‘on time” delivery which is maintained in 
connection with definite and often times close production schedules all adds 
up to a Plus that is pretty hard to evaluate in dollars and cents. 
For over a third of a century now, PENN continues to lead the way in supplying better 
tubing from 1” O.D. to capillary .062 in straight—coiled—fitted—flared and fabricated 
forms for the Refrigeration and Air Conditioning markets. No matter what you do, if you 
need TUBING, you can do it BETTER with PENN Quality—Specify it. 


Nothing quite matches this Penn trio. PENN uniform quality—PENN dependable trustworthiness and PENN 
friendly cooperation. Get to know them and you'll agree. Write direct or contact the PENN representative in 


your grec. 


\/) PENN BRASS & COPPER COMPANY 


ERIE, PENNSYLVANIA 


TELEPHONE 3-1164 


DaYTON 

Kart W. Wilke, Jr 
METROPOLITAN 

NY. AREA 

John J Condon Co. 
NEW YORK STATE 

George Weilmon 
PITTSBURGH 

George MH Crag 
ST. Louts 

A O Weeree & Sons 
WISCONSIN 

Wiethem Clark 


For more information about products advertised on this page use Information Center, page 20. 


ST. LOUIS—A legal effort 
was made recently to force the 
N. O. Nelson Co., wholesaler of 
refrigeration, plumbing, and 
heating supplies, to reorganize 
under Chapter 10 of the Bank- 
ruptcy Act. 

If the effort is successful, it 
will pave the way for an investi- 
gation by the Securities Ex- 
change Commission into all ac- 
tivities and stock transactions 
involving the company. 

The Nelson firm is now oper- 
ating under Chapter 11 of the 
Act, which does not provide any 
means for S.E.C. entry into the 
case. 

The effort was made by Bank- 
ruptcy Referee William O’Herin. 
O’Herin recommended to Fed- 
eral District Judge Roy W. 
Harper that he dismiss a peti- 
tion by Nelson unless the peti- 
tion is changed to a reorgani- 
zation under Chapter 10. 

Nelson had asked the Judge 
to approve a plan for extending 
payment of its unsecured debts, 
amounting to about $2.3 million, 
under Chapter 11. 

If Judge Harper rules in favor 
of O’Herin, Nelson would be per- 
mitted to change its petition. 
But if it failed to act, creditors 
could force a Chapter 10 reor- 
ganization, it was pointed out. 

The company laid its financial 
distress to an unrepaid $3,428,- 
00 loan to Bellanca Corp. and a 
$3,598,155 dividend declared on 
its common stock, more than 
90% of which was held by 
Bellanca. 

Bellanca and its president, 
Sidney L. Albert bought control 
of Nelson in September, 1955 
for $4,850,000 and on March 1 
sold it to Automatic Washer Co. 
for 950,000 shares of Automatic 
Washer common stock. Bellanca 
later sold its Automatic Washer 
stock. Albert owned more than 
9 million shares of Bellanca 
stock. 

It is these activities, presum- 
ably, that the S.E.C. wants to 
investigate. 


NCRSA Reports -- 


(Concluded from Page 1, Col. 2) 


NCRSA include’ Birkenwald 
Equipment Co., Portland, Ore.; 
Champe Webb Refrigeration Co., 
Charlotte, N. C.; Consolidated 
Services, Inc., Seattle. New as- 
sociate members are Spee-Dee 
Checkout Systems, Inc., Grand 
Rapids, Mich., and Robert Becht 
Co., Cincinnati. 
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MARCO covrr 


UES TO SET THE PACK 


AFTER TEN YEARS OF LEADERSHIP IN SUPPLYING THE 


AIR CONDITIONING INDUSTRY 


Marco Industries, Ine., the first company to apply shaded pole motors for industrial 
purposes, has produced this month, September 1956, its six millionth motor. This is the 
company’s tenth anniversary year. We are proud of this record. 


Consolidation of manufacturing facilities in an 85,000 sq. ft. plant in Womelsdorf, 
Pennsylvania, is now complete, enabling Marco Industries, Inc., to fulfill any order from 100 
to 100,000 motors with delivery date guaranteed. 


This means that Marco Industries, Inc., is now equipped to produce up to 7,000 motors 
a day in a variety of designs. Custom designed motors are developed and produced to your 
engineering specifications or manufacturing requirements. 


To provide better service to its many customers, Marco Industries, Inc., has enlarged 
its application engineering force in the field to insure quick attention to every fractional 
horsepower motor problem confronting manufacturers of air moving equipment. 


Marco Industries, Inc. has grown since 1946 to be the leading supplier of shaded 
pole and permanent split capacitor motors to the air conditioning industry in the United 
States and throughout the world. It is the only company to concentrate its entire resources 
in the development and production of fractional h.p. motors for the air moving industry. 


The air moving industry recognizes that the reputation of Marco motors has been built on 


@ Ten years of trouble-free, dependable performance in the field 

@ Guaranteed delivery geared to production line schedules 

@ Prices geared to industry requirements 

@ Rigid close tolerance construction to provide smooth, quiet operation 
Shaded Pole Motors Permanent Split Capacitor Motors 
1/100 to 1/4 h.p. 1/100 to 1/3 h.p. 


As the air conditioning industry expands in the coming decade, Marco Industries, 
Inc.. a member of the manufacturing team that has supplied millions of Americans with the 
world’s finest air conditioning and other air moving equipment, is ready to do its part. 


G. Russett Eppy 
Executive Vice President 


APPLICATION ENGINEERS IN THE FIELD 


Greater New York City Area Cleveland Area Chicago Area 
W. E. MACBETH MILTON E. MEYER SAMUEL STEIN 
88 Cooper Drive Commercial Electric Company Spartan Engineering Company 
New Rochelle, New York 1250 St. Clair Avenue N.E. 119 S. Jefferson Street 
Phone: New Rochelle 2-0802 Cleveland 14, Ohio Chicago 6, Ilinois 
Formerly with Howard Industries Phone: CHery 1-2886 Phone: CEntral 6-3905 
and Nash Kelvinator 
St. Louis-Memphis-Little Rock-Southern Illinois Area Upper New York State 
Rn. W. & © A. BAUMANN, JR. MILTON CC. MATTHEWS 
575 Areade Building P. O. Box 612 
St. Louis, Missouri Rochester 2, New York 
Phone: CEntral 1-1677 Phone: BRowning 2143 
Associated 8 years with Baldor Electric Co. Formerly with Deleo Appliance Division, 


General Motors Corporation 


MARCO INDUSTRIES, INC. 


WOMELSDORF, PENNSYLVANIA 


For more information about products advertised on this page use Information Center, page 20. 
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Room Air Conditioners 


Emerson Radio Plans 
$8,000,000 Ad, Sales 
Promotion Campaign 


JERSEY CITY, N. J.—The 
largest and most comprehensive 
advertising and sales promotion 
campaign in the history of 
Emerson Radio & Phonograph 
Corp. has been scheduled for 
the ensuing year at a total cost 
in excess of $8,000,000, it was 
announced by Lester Krugman, 


Mathes Expects Increase 
In Second Half of ’56 


WILKES-BARRE, Pa.—Sales 
of Mathes Co., Inc. during the 
second quarter of 1956 compared 
favorably with last year and an 
increase in business is expected 
during the second half of the 
year, Francis O. Case, president 
of Glen Alden Corp., the parent 
company of Mathes, announced 
recently. 

Case added that Mathes is ex- 
pected to contribute significantly 


to Glen Alden’s earnings for 
1956. 

Glen Alden’s earnings for the 
second quarter rose sharply over 
the first quarter level and were 
ahead of the comparable period 
of last year, he reported. 

For the three months ending 
June 30, earnings totaled $758,- 
282, equal to 43 cents a share. 
This compared with $690,000, or 
39 cents per share in the com- 
parable period last year. First 
quarter earings were $18,885, or 
1 cent per share. 
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Gibson Room Unit Sales 
Up 102% for 7 Months 


GREENVILLE, Mich. — Gib- 
son room air conditioner sales 
during the first seven months of 
the year were up 102% over last 
year, W. C. Conley, vice presi- 
dent in charge of Gibson domes- 
tic sales, announced here re- 
cently. 

Speaking to divisional sales 
managers for the Gibson Refrig- 


erator Co., he added that refrig- 


erator sales were up 14% and 
freezer sales were up 21%. 

Conley also announced that 
the firm’s national sales rally 
would be held in Hollywood, Fla. 
during late October. 


Norge Promotes Martin 


CHICAGO—Roland H. Martin 
has been promoted to district 
manager, responsible for sales 
of Norge home appliances to dis- 
tributors in Billings, Mont., 
Portland, Ore., Seattle, and 
Spokane, Wash. 


vice president in charge of«s 


seal 
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marketing. 

The campaign will cover air 
conditioners, television receivers, 
radios, and phonographs, and 
will include national magazines, 
newspapers, trade papers, and 
extensive sales promotion mate- 
rials. | 
A vital aspect of the cam- 
paign, Krugman added, will be 
a new cooperative advertisement 
program, which, he reported, | 
will be entirely factory paid. | 

The national magazine sched- | 
ule will include full page ads, | 
double page spreads, and color 
ads in Life, Look, Saturday 
Evening Post, Colliers’, Fortune, 
Time, The New Yorker, Better 
Homes & Gardens, and New 
York Times Sunday Magazine. 

In addition, a series of ads 
has been planned for special 
products pinpointed for special 
markets in specific magazines. 

The sales promotion campaign 
will include streamers, banners, 
displays, broadsides, direct mail, 
“Silent Salesmen” permanent 
fixtures, illuminated color out- 
door-indoor signs, and many 
other sales devices and point-of- 
sale material, 

The entire campaign was 
planned by Grey Advertising 
Agency (Ted Kaufman and Ar- 
mand Rivchun) in conjunction 
with Krugman; Edward Kan- 
trowitz, Krugman’s assistant, 
and Albert Leon, Emerson's 
sales promotion manager. 


Cory Names Russell 
In New England Area 


CHICAGO — J. W. Alsdorf, 
president of Cory Corp., an- 
nounced recently that Richard 

| H. Russell has 
assumed territory 
manager respon- 
sibilities for all 
Cory, Nicro, and 
Fresh'nd- Aire 
consumer and 
commercial prod- 
ucts throughout 
the seven-state 

R. H. Russet) New England 

area. 

Russell has represented and 
sold Fresh'nd-Aire products in 
New England for the past 20 
years. He brings 36 years of 
extensive selling experience to 
his new position. 

To augment his own sales ef- 
forts, Russell plans to add sales 
assistants to his staff. 

Currently a resident of East 
Milton, Mass., Russell will con-. 
tinue to live near Boston. 


L.O.F. Promotes Fox 


TOLEDO — Herbert A. Fox, 
formerly technical manager of 
the L.O.F. Glass Fibers Co. 
plant in Parkersburg, W. Va., 
has been promoted to director of 
the Future Planning Div. of the | 
company. | 

Fox will headquarter at the | 


new Research Center in ee) 
ville, Ohio. 


Thrust plate — absorbs fan 
thrusts and reduces end 
play noises; assures quieter 
motor operation under load. 


Oil-slingers — (a) aluminum 
oil-slinger is shrunk on shaft 
to prevent oil creepage under- 
neath, and double-edged to 
prevent oil escape over the top, 
(b) oil-impervious buna slinger 
is stretched over shaft, pre- 
vents oil creepage underneath, 
double-edged also to prevent 
oil escape over the top. 


HAS VA NS 


“Oil pump” groove on shaft 
provides continuous positive 
replacement of cooled, filtered 
oil on bearing surfaces, thus 
assuring maximum bearing life. 


i ae i. 


Wicking — Three bands of 
special felts; (c) fine felt for 
giving up oil to oil pump in 
the shaft; (d) medium tex- 
tured for re-circulating oil 
back over cooling surface of 
bearing housing by capillary 
action; (e) coarse felt for oil 
storage. 


i] 


Internal fan draws cooling air 
over aluminum bearing hous- 
ing to draw heat away from 
oil being re-circulated across 
inside bearing surface. 


~ 


Sleeve bearings are babbitt- 
lined and steel-backed. They 
are precision machined for 
accurate rotor alignment. 


For more information about products advertised on 


Unique General Electric 


continuously bathes 


this page use Information Center, page 20. 


1/12 TO 1/4 HP 4- and 
6-pole, shaded-pole 
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Sees Automated Apartments 


Central Master Control for Heating, 
AjirConditioning, Checking Door, Alarms 


MINNEAPOLIS — Apartment 
buildings can effectively use 
“automation techniques” to in- 
crease operating efficiencies, W. 
T. Gove, manager of apartment 
activities for Minneapolis- 
Honeywell Regulator Co., toid 
the National Apartment Owners 


Gove described centralized 
master control systems under 
which one operator could control 
heating and air conditioning 
equipment in all parts of the 
building. 

The operator, he said, could 
also check people seeking entry 


television, could receive mes- 
sages from tenants, and could 
supervise the performance of 
many other automatic service 
functions. 


Integrated with the master 
panel could be individual apart- 
ment “service centers” contain- 
ing tenants’ telephones, com- 
munication with the front lobby, 
door locking controls, heating 
and air conditioning controls, 
light switch, and a fire and 
prowler alarm system, Gove 
commented. 


Firm Plans Perimeter Heat, 


Air Conditioning In Bldg. 


ST. LOUIS—Northlight, Inc., 
has just announced plans for 
a two-story office building 
equipped with air conditioning 
and heating of the perimeter 
type. 

Officials said a continuous 
spray of water will play on the 
roof “to lower operating costs 
of the building's air condition- 


Association here recently. 


25 MHP TO 1/12 HP 15170 35 MHP 2- and 
shaded-pole and perm. 4-pole, shaded-pole 4- and 6-pole, split-phase 
split cap. 


Special “ 


to the building by closed-circuit 


ing system.” 


shaded-pole motor bearing 
itself with cool, filtered oit 


oil pump” on shaft plus oil impervious slingers 


permit “sealed-in” lubrication for MAXIMUM BEARING LIFE 


In a continuous cycle, a cooled and filtered oil supply 
is re-circulated through unique G-E shaded-pole 
motor bearings. Oil is ‘‘sealed-in,”’ eliminating need for 
re-oiling and permitting maximum bearing life plus 
quieter operation. Just how ‘“‘sealed-in’’ lubrication 
works is described in the illustration at the left. 
“‘Sealed-in”’ lubrication on G-E shaded-pole motors is 
just one feature that makes these shaded-pole motors 
your best buy. Additional features of G.E.’s new 
1/12 through 1/4 hp line of shaded-pole motors for 
larger fan drive ratings are: 

Moisture-resistant resin insulation permeates every 
crevice and air space in slots, and between windings — 
dries hard and durable. 

Forced internal ventilation from aluminum fan blades 
means cooler operation for longer bearing and in- 
sulation life. 

Shell-type construction makes possible a short, light- 
weight, double-end ventilated motor——helps increase 
temperature differential between winding and bear- 
ings for longer life. 

Aluminum end castings of new design are sturdily 


constructed to assure precise bearing alignment. Gen- 
erous ventilating openings provide optimum cooling. 
New cushion rings are firmly clamped in place and 
with bonded outer ring hold motor firmly in its base 
under rigorous shipping conditions; also provide for 
quieter, vibration-resistant operation. 


Pressure-cast aluminum rotor and fan blades help 
dissipate rotor heat for cooler, longer life bearings and 
insulation. 

Short length of these new motors permits you to de- 
sign more compact, better-looking products. Saves on 
your materials, too. 


Three-way mounting is offered on this line of G-E 
shaded-pole motors: cushion end-rings, thru-bolts, 
resilient cradle bases. Also available are extra-high 
bases, and Quick Clamp mountings. 


EXPERT APPLICATION HELP from G-E engineers is 
available to you. For complete shaded-pole motor 
service, contact your local G-E Apparatus Sales 
Office. Or write for Bulletin GEA-6134 to Section 
632-1, General Electric Co., Schenectady 5, N. Y. 


Progress /s Our Most Important Product 


GENERAL @@ ELECTRIC 


shaded-pole 


For more information about products advertised on this page use Information Center, page 20. 
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1.5 170 16 WATTS 1/6170 1/2 HP, 


35 MHP TO 1/2 HP- 
perm. -split-cap. 


1/6 70 3/4 HP, 
capacitor-stort 


Coleman Denies Heater 
Patent Infringement; 
Plans High Court Fight 


WICHITA, Kan.— The Cole- 
man Co. has announced that the 
recent refusal of the Ninth U. 8S. 
Court of Appeals to grant a re- 
hearing in the patent suit with 
respect to the Holly Mfg. Co.'s 
“Narrowwall” wall heater pat- 
ent will in no way affect the 
manufacture, sale, and delivery 
of Coleman wall heaters and 
“Economizers” as now made. 

A. B. Newton, the company’s 
engineering vice president, made 
the announcement following no- 
tification by the court of its re- 


_fusal to grant a rehearing. 


Coleman said it considers the 
present decree to be erroneous 
and is instituting the necessary 
proceedings to take the matter 
before the U. 8. Supreme Court. 

The present decree, the com- 
_pany explained, is not final and 


will not become effective until” 


completion of the Supreme 
Court proceedings. 
Furthermore, the company 
said, wall heaters and Econo- 
mizers as now manufactured by 
Coleman do not infringe the 
patent that was in suit. 
_ Newton explained that as 
|soon as the decisions of the 
_courts made it possible to define 
'the specific items of alleged in- 
fringement Coleman design en- 
_gineers went to work to design 
a unit that did not incorporate 
| the alleged infringement. 
| Not only were they success- 
ful, he said, but they actually 
improved the performance of 
_the wall heater at the same time 
they removed it from the pos- 
sibility of infringement. 
_ All heaters manufactured 
‘since early July have incorpor- 
| ated this improvement, and, fur- 
thermore, Coleman dealers and 
distributors have been furnished 
the necessary parts to convert 
units already in their stocks. 


Mueller Ups Hume to 


Purchasing Director 


MILWAUKEE — Appointment 
of Robert F. Hume as director 
of purchasing for Mueller Clim- 
atrol, Milwaukee 
heating and air 
conditioning man- 
ufacturer was 
announced re- 
cently by F. J. 
Nunlist, execu- 
tive vice presi- 
dent. 

Hume, who has 
RK. F. Hume = gpent some time 
in practically every department 
of the company has been with 
the firm since March 1946. 


Hupp’s Quarterly Earnings 
‘Top $1 1/, Million on June 30 


CLEVELAND Record quar- 
terly earnings were reported by 
Hupp Corp., manufacturer of 
heaters and air conditioning and 
refrigeration equipment. 

For the three months ended 
June 30, estimated earnings 
after taxes were put at more 
than $11, million and sales 
topped the $17 million mark, 
according to Don H. Gearheart, 
president. This included opera- 
tions of the newly-acquired Gib- 
son division for May and June. 

For the comparable quarter 
in 1955, Hupp earned $39,052, or 
two cents a share. 
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Detroit Refrigeration-Heating License Code Changes -- 


(Concluded from Page 1) 
ditioning units of not more than 
Ti2-hp. capacity. 

The amendments also permit 
a licensed Class B or C refrig- 
eration contractor, when recom- 
mended by the refrigeration 
board of examiners, to take an 
examination for a full or re- 
stricted heating contractor’s 
license, without having the re- 
quired experience in the heating 
field. 

And, reciprocally, a licensed 
heating contractor, when recom- 


mended by the gas and oil 
board of examiners, will be per- 
mitted to take the examination 
for a Class B or restricted re- 
frigeration contractor’s license, 
without having the prescribed 
experience in the refrigeration 
field. 


Restricted Licensees 
Can't Buy Refrigerant Gas 


An additional amendment to 
the refrigeration code excludes 
holders of a restricted license 


from purchasing refrigerant 
gas. 
—The changes were instigated 
by the city’s Department of 
Buildings and Safety Engineer- 
ing to correct what it considered 
to be a bad situation that had 
developed under the old code. 
Before, department rulings 
had permitted a heating con- 
tractor to install air condition- 
ing equipment if he could get 
a licensed refrigeration contrac- 
tor to take out the necessary 
permit and to assume responsi- 


MOTOR CONTROLS 
WIRING DEVICES 


ENCLOSED SWITCHES 
APPLIANCE SWITCHES 


PROTECT against 


Line Disturbances 


REDUCED 
VOLTAGE 
STARTERS 


SATISFY 


POWER COMPANY 


REQUIREMENTS 


9-11/32" 


ef 


SIZE 2 30H-P. 


TYPE “TRA” 


AUTO-TRANSFORMER STARTER 
FOR GREATEST POSSIBLE STARTING TORQUE 


FEATURING: Advanced design, lighter, more compact with 
straight-thru wiring. Rugged auto-transformer with taps 
easily adjustable for desired voltage. Adjustable accelerating 
pneumatic relay. A-H bi-metallic thermal overload relays. 


AVAILABLE: In NEMA Sizes 0 to 5, from 5 to 200 hp. 
NEMA I (General Purpose) or NEMA XII (Industrial) 


Enclosure. 


TYPE “IRA” 
INCREMENT 
STARTER 


FOR PART WINDING 
SQUIRREL CAGE 
MOTORS 


Reduce current inrush 
on light or low-inertia 
starting loads by 2- 
step method .. . second 
winding energized 


after an adjustable 
time lag. 


SIZE 4 


AVAILABLE: In NEMA Sizes 1 to 5, up to 400 hp at 440/550 
volts. NEMA I or NEMA XII Enclosure. 

These A-H Starters provide automatic operation with either 
3-wire control or 2-wire thermostat control systems. Supplied 
with 3 poles for polyphase service, 4 poles for 4-wire service. 


USE THIS COUPON TO SEND FOR COMPLETE INFORMATION 


INDUSTRIAL CONTROL DIVISION 
THE ARROW-HART & 


HEGEMAN 


tw ecm cee ES 


ELECTRIC CO. 


103 HAWTHORN STREET, HARTFORD 6, CONNECTICUT 


Please send me information covering: 
(0 A-H Reduced Voltage Starters. 


() The complete line of A-H Heating, Ventilating and Air Condi- 


tioning Controls. 
(0 Others 


ACR 


position 


ad 7 


co. address 


city 


For more information 


“st =. See 
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bility for the installation and 
the servicing of the equipment. 

In practice, this was not 
working out, according to Frank 
Drogosch, chief safety engineer 
for the city. Some refrigeration 
contractors would take out a 
permit for a heating contractor 
without ever seeing the job for 
which they were responsible. In 
other instances, heating contrac- 
tors would make installations 
without bothering about per- 
mits. 

The new rules are intended to 
correct these abuses, he indi- 
cated. 


#3 Amendments to 


Refrigeration Code 


To accomplish this, three 
amendments were made in the 
refrigeration code. 

To section 3.6 on experience 
required, a new sub-paragraph 
(b) was added, which reads as 
follows: 

“(b) An applicant holding a 
Class A or B Gas and/or Oil 
Burner Contractor License in 
the City of Detroit, when recom- 
mended by the Gas and Oil 
Board of Examiners, shall be 
examined by the Refrigeration 
Board of Examiners for a Class 
B_ Refrigeration Contractor 
License or for a Restricted Re- 
frigeration Contractor License, 
the choice of which will rest 
with the applicant.” 

To section 3.8 on classification 
and limitation, a new sub-para- 
graph (b) was added. It reads: 

“(b) Restricted License— 
Limited to the installation of 
self-contained refrigerating sys- 
tems used for air conditioning 
for human comfort and employ- 
ing Group I refrigerants, in- 
stalled only in residential, com- 
mercial, or industrial type occu- 
pancies, when actuated by 
motors or engines of not in ex- 
cess of seven and one-half (712) 
horsepower. The holder of this 
class license may not service 
any of the refrigerant contain- 
ing parts of the system.” 

Section 4.7 was changed to 
read: 

“Sec. 4.7. Sale and Purchase 
of Refrigerants. The sale or 
purchase of gases or liquids 
which are intended for use as 
refrigerants in the City of De- 


troit shall not be made other 
than to or by the following: 
distributors, jobbers, manufac- 
turers, holders of Class ‘A,’ ‘B,’ 
or ‘C’ Refrigeration Contractor 
Licenses and then only those 
refrigerants specified on their 
licenses, or persons having a 
permit from the Department.” 


‘Design Unit’ Defined 
In Gas, Oil Burner Code 


Two of the amendments to 
the gas and oil burner code de- 
fine for the first time what is 
meant by a “design unit.” They 
read: 

“Section. 1.19 Gas Fired De- 
sign Heating Unit. A space heat- 
ing furnace, boiler, unit heater, 
room heater, recessed heater, 
duct furnace, or other such de- 
vice designed, built, and ap- 
proved as a unit for gas firing. 

“Sec. 1.20 Oil Fired Design 
Unit. A space heating, steam 
generating, or water heating 
boiler, or space heating furnace, 
unit heater, room heater, re- 
cessed heater, duct furnace, or 
other such device designed, built, 
and approved as a unit for oil 
firing.” 

Section 3.9 on classification 
and limitation was changed to 
include the new restricted 
licenses. These sub-paragraphs 
read as follows: 

“(2) Restricted Gas. The in- 
stallation only of gas-fired de- 
sign heating units limited to in- 
put ratings not exceeding 300,- 
000 B.t.u. per hour, per unit. 

“(5) Restricted Oil. The in- 
stallation only of oil-fired design 
units and equipment limited to 
designs for use with Nos. 1, 2, 
or 3 distillates, as defined in the 
U. 8S. Department of Commerce, 
Commercial Standard CS 12-40, 
having a maximum fire rate of 
3 gallons per hour.” 

The amendments were 
thrashed out last summer by a 
study committee representing 
all elements of the industry. 
Unanimous approval was gained 
only after two long sessions dur- 
ing which local refrigeration 
contractors expressed opposition 
to the very end. 

Reports of these sessions ap- 
peared in the May 21 and July 
30 issues of the News. 
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about products advertised on this page use Information Center, page 20. 


FREE 


yourself of time-consuming efforts on 
small air conditioning jobs. Be a 
manufacturer’s representative for the 
fastest growing portion of the air 
conditioning market—usAIRco’s self- 
contained central station air con- 
ditioner (RK). RK’s, in capacities to 
60 tons, are now in use by hundreds of 
top firms such as Ebco Manufacturing 
Co., Sears, TWA, Howard Johnson 
restaurants, National Food stores, and 
International Latex. 
promotion policy to the trade and con- 
sumer backs your sales efforts. Write 
today giving a brief resume of your 
background to Robert P. Kelley, sales 
manager, United States Air Condition- 
ing Corporation, 7900 Tabor Road, 
Philadelphia 11, Pennsylvania. 
interview will be arranged, if we do not 
have representation in your area. 
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L. F. HARDY 


H. W. SCHAEFER 


Philco Appoints 
Schaefer, Hardy 


PHILADELPHIA — Appoint- | 
ment of Harold W. Schaefer as 
vice president and general man- 
ager of Philco Corp.’s Appliance | 
Div. was announced recently by | 
James M. Skinner, Jr., presi-| 
dent. 

Schaefer, who has been a vice | 
president of the division since | 
1952, succeeds Raymond A. 
Rich, resigned. 

At the same time, Skinner an- 
nounced that Larry F. Hardy, 
a corporation vice president, has 
assumed a new position as vice 
president in charge of Consumer 
Products Divs. In this capacity, 
Hardy will have general respon- 
sibility for the operations of the 
Television, Radio, Appliance, 
and Automotive Divs. of Philco. 

Hardy, who joined Philco in 
1932, is well-known in the elec- 
tronics and appliance industries 
for his broad experience in both 
sales and operations. He has 
held executive positions of in- 
creasing responsibility in all 
phases of Philco activities and 
is presently a member of the 
board of directors of the Radio- 
Electronics-Television Manufac- 
turers Association. 

After joining Philco, Hardy 
represented the company in 
Chicago and the Northwest Div. | 
He later was named vice presi- 
dent and general manager of 
Simplex Radio Co., a Philco 
subsidiary, and in 1939, came to 
Philco headquarters in Philadel- 
phia as manager of small radio 
sets and then as manager of the 
entire Home Radio Div. 

In 1944, he was elected vice 
president in charge of the Tele- 
vision & Radio Div. and in 1946 | 
was elected to Philco’s board of | 
directors. In 1954, he was named | 
vice president in charge of) 
product development. 

Schaefer joined Philco in 1950 
and, as vice president in charge | 
of engineering for the Appli-| 
ance Div., directed the engineer- 
ing of many of Philco’s achieve- | 
ments. 

Before joining Philco, he was 
associated with several major 
companies in the television and 
appliance industries. More re- | 
cently, Schaefer was placed in| 
charge of all operating depart- | 
ments of the Appliance Div. 
with responsibility for the pro-| 
duction of refrigerators, freez-| 
ers, electric ranges, air condi- | 
tioners, and home laundry units. 


5 Instruments © 


MARSH INSTRUMENT COMPANY 
Soles Atfiliote of Jos. P. Marsh Corporation 
Dept 0. Skokie, ti! 


Dealers Sell 70% of G-E Wall Refrigerator-Freezers 


LOUISVILLE, Ky.—Approxi- 
mately 70% of 1,050 customers 
who purchased General Electric 
wall refrigerator-freezers bought 
them from dealers, a survey 
conducted by the Genera! Elec- 
tric Co. reports. 

More than 35% of the units 
went into existing homes and 
41.3% into new homes. Builders 
sold only 29.8% of the units. 

The survey revealed that 


50.7% of the buyers had in- 
comes of less than $10,000. It 
showed that 21.7% had in- 
comes between $10,000 and 
$15,000 and 27.6% had incomes 
of $15,000 or more. 

Only 10.4% of the buyers 
said that their purchase was in- 
cluded in the home mortgage. 

Some 40.5% paid less than 
$600 for their wall refrigera- 


tion. Of these 9.5% paid less 


UDR 


than $500. On the other hand, 
14.7% paid between $600 and 
$650, 29.6% paid between $650 
and $700, 12.2% paid between 
$700 and $750, and 3% paid be- 
tween $750 and $850. 

Dealers installed 31.2% of the 
units, private contractors put 
in 26.9%, and builder 23.5%, 
the homeowner 15%, and others 
2.8%. 

Forty per cent | of the wall re- 


frigerators replaced refrigera- 
tors from one to five years old 
and 35.2% replaced boxes be- 
tween five and 10 years old. 
Others accounted for 24.8% of 
the sales. 


Style and design were cited 
by 45.4% of the purchasers as 
a prime influence in the pur- 
chase. 

Space saving was mentioned 
by 43.5%, convenience by 42.1% 
and 11% gave other considera- 
tions. 
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and EVAPORATORS OF STEEL 
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struction... 


specifications, 


NORTH CHICAGO DIVISION 


1709 Foss 


Park Ave., North Chicago, fil 


Manufacturers of: 


For more information about products advertised on this page use Information Center, page 20. 


it's an economical finish, 


> Thanks to recent Houdaille developments, 
steel freezer shelves and evaporators can now 
be produced in almost any modern color. 
Electro zinc plating, plus two electrostatically 
deteared and baked coats of a new DuPont 
Epoxy, result in a wonderfully smooth finish 

. $0 hard and so chip and scratch-proof it's 
practically indestructable, It has passed tests 
for breakdown and corrosion many times 
more severe than those specified for accept- 
able commercial standards, It's supremely 
chemical and acid-resistant, 


With Houdaille’s new processing facilities, 


too. That means 


you can now feature the strength of steel... 
and the numerous other advantages and 
interior cleanliness of Houdaille’s copper- 
brazed, tube on plate or plate on plate con- 
without cost penalty, Our modern 
engineering, research and test facilities are at 


your service to help develop units to your 


Evaporators, Cabinet Cooling Plates 
Freezer Shelves and Condensers 
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Inside Dope 


By GEORGE 
F. TAUBENECK 


(Concluded from Page 1, Col. 1) 

In Santa Monica, Calif., Joel 
Noah White pleaded guilty to 
burglarizing a film producer's 
home. He escaped prison sen- 
tence-—because he wore his Phi 
Beta Kappa key. 

Judge Stanley Mosk placed 
White on probation, saying he 
was reluctant to impose jail sen- 
tence because of White's “im- 
pressive education.” 


Leave "Em Smiling 


In a small town everybody 
is interested in what the Joneses 
will name their latest baby. In a 
city residents wonder what the 
zoo Will name its new elephant. 


perfect day is calculate how 
much of your earnings went to 
the Department of Infernal Rev- 
enue. 


“Just why do you want this 
divorce, madame?” 

“Every Saturday night for the 
last five years I’ve had to wash 
his back.” 

‘Insufficient 
snapped the judge. 

“Your Honor, last Saturday 
night his back was clean.” 


grounds,”’ 


After electing Allen Talbot 
commissioner of the town ceme- 
tary, voters in Berkeley, Mass., 
learned that he was dead, ac- 
cording to Duke Hildreth of 
Westinghouse. 

Seemingly the office sought 
the man. 


The wise man learns how to 
live; the shrewd how to make 
money; but the man who learns 


to be content on what he makes 
is the happier of the two.— 
Eart Riney, Rotary Interna- 
tional. 


Laugh! It’s Good 
For You! 


On a trip to Africa, a concert 
violinist became so enchanted by 
the beauty of the jungle that he 
improvised a concert right on 
the spot. 


As he serenaded the scenery 
a hungry lion spotted him. Soon 
tigers, elephants, and other 
wild beasts—entranced by the 
soothing sounds—formed a ring 
around this musician. 


Suddenly a black panther 
made a flying leap at the violin- 
ist and savagely devoured him. 


“You unfeeling beast!” ex- 
claimed the lion. “We'll never 
hear such beautiful music again! 
Why did you do it?” 


- Ree 
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The panther cupped a paw to 
his ear. “Ehhh?” he deafed. 


Presenting a parking ticket at 
a police station, a cute girl] in- 
nocented : 

“Did somebody here lose this? 
I found it on my windshield.” 


During an NBC-TV “spectac- 
ular” Stan Kenton told a nation- 
wide audience that he and his 
band would tour “many foreign 
countries, including Europe and 
England.” 


Automation and Us 


Ralph J. Cordiner, president 
of the General Electric Co., be- 
lieves automation is the only 
solution for our long-range 
problem of full employment. He 
also thinks it will be a boon to 
labor unions, investors, and the 
public. 


He bases his premise on the 


All you have to do to ruin a 


LEADERS RELY ON LAU 


25 Years Building Better Blowers 


The special requirements of original equip- 
ment manufacturers have always guided 
Lau's creative engineering, Wherever the 
challenge is to be found, there you'll find 
Lav working first. That's why air-moving 
manufacturing Leaders Rely on Lav... and 


have done so for 25 pioneering yeors. 


THE LAU BLOWER COMPANY 


2000 Home Avenue * DAYTON 7, OHIO 
Other plants ot Kitchener, Ont., Conade, and Azusa, California 


SERIES “A” 


BLOWER 


¥' ORLD’S APR 


10 


ELECTRO- WHEEL 
BLOWER 


BLOWER ASSEMBLIES 


Lau has joined creative engineering with precision manufacture 


to produce flexible, economical blower units. Our vastly improved 
Series ‘A’’ Blower Assemblies, for example, are the outstanding 
achievement in the blower field. Over-all size is smaller; many 
of the revolutionary features are exclusive with Lau. Econo-Pak®, 
providing all standard Series ‘‘A"’ features in a basic unit quickly 
and easily adaptable to many needs, permits your inventory to 
be cut as much as 50%. Now, Econo-Pak® is also packaged in a 
pallet of 24, with bulk packaging of hardware, to effect new 
economies and simplicity of assembly. Over-all width of 9” and 
10” Econo-Pak® reduced, too, by improved bearing bracket de- 
sign, permitting a shorter shaft. As the year progresses, Econo- 


Pak® will be equipped with new Lau Presiok® Wheel, an important 
improvement here as well as in complete assembly. 
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SERIES “"A™’ 
WHEEL 


LAU-PAK 
BEARING 


™ 


© 
~~ 


LAUSTEEL 
PULLEY 


BEARING 


PANEL 
BRACKET FAN 
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race between our exploding pop- 
ulation and its demands, on one 
hand, and declining labor hours 
on the other. 

He thinks that in the next 10 
years we will need to increase 
our output by 40%, with only 
14% more workers available to 
do that tremendous job. 

Either we shall have to work 
harder and longer or we must 
drastically raise the amount 
each one of us can produce per 
unit of time. 

If we step up productively, 
personal earnings can be im- 
proved. In the General Electric 
Co. they have gone up from 
$2,000 to a $5,600 average in the 
last 15 years. 

Mr. Cordiner declares that 
average routine paychecks “may 
be in the range of $8,000 to 
$9,000” 10 years from now. In- 
creased automation will also 
benefit customers and the pub- 
lic, through better products and 


@ services at better values, and be 


a good thing for the investors 
as well. 

We can hope for economic and 
social salvation through rapidly 
increasing automation, opines 
Mr. Cordiner. Intriguing pros- 
pect. 


Golly! Gee Whiz! 


Like an expanding balloon 
which never burst, the universe 
is getting bigger all the time. Its 
rate of expansion is fantastic— 
at least 38 million miles an hour. 
U. S. Navy research laboratory 
scientists so report. 

Drs. A. E. Liley and E. F. 
McLain “tuned in” on a star 
in the constellation known as 
Cygnus. Picking up its escape of 
radiation energy, these scientists 
determined that Cygnus is mov- 
ing away from our Earth at a 
speed of 10,560 miles a second. 
Thus, this theory. 

An explanation offered by as- 
tronomers for this incredible ex- 
pansion of our universe is that 
God’s World started its life a 
long time ago in a huge explo- 
sion, and that the present ex- 
pansion is a relic of that vio- 
lence. 

A better theory :; God is limit- 
less and inexplicable. 


How To Get Rich 
Quickly 


Competition in the real estate 
business is keen today. Builders 
are going in for sales features 
(like air conditioning) to sell 
their housing projects. 

Just what are some builders 
doing to attract buyers? The 
Lewyt Air Conditioner Corp., 
makers of built-in wall air con- 
ditioners, put that question to 
project builders around the na- 
tion—and came up with inter- 
esting answers. 


Here are some of the gim- 
micks: 

Today’s home buyer is being 
offered free wall-to-wall carpet- 
ing, a tank full of oil for heat- 
ing, a puppy for the youngsters, 
swimming pool facilities, a full 
year of weekly maid service, free 
air conditioning, lunch with a 
movie star, season box seats at 
a major league ball park, dance 
lessons, Bermuda vacations and 
complete wardrobes to each 
family member. 

Golly! When we bought a 
home it was “blood, sweat, tears 
and strain.” Still is, matter of 
fact, to keep it repaired, altered, 
ete. Born too late! 
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McCall Plans To 
Take Part In 5 
Fall Trade Shows 


HUDSON, N. Y.—McCall Re- 
frigerator Corp. has announced 
that it will hold demonstrations 
and exhibit its line of reach-in 
refrigerators and upright freez- 
ers at five trade shows this fall. 

The company said it will em- 
phasize “modern food service 
conveniences to reduce labor 
time in food preparation.” 

At McCall’s booth will be a 
“Food Service Equipment Infor- 
mation Center” conducted by a 
well-known architect who will 
“give unbiased answers to ques- 
tions relating to planning a 
kitchen for mass feeding institu- 
tions.” 

The shows on McCall’s fall 
schedule are: 


American Dietetic Association , 


annual convention, Auditorium 
Arena, Milwaukee, Oct. 9-12; 
American School Food Service 
annual convention, Palmer 
House, Chicago, Oct. 21-26; 
Louisiana State Restaurant 
Show, Hotel Jung, New Orleans, 
Nov. 6-8; Virginia State Restau- 
rant Association annual conven- 
tion, Jefferson hotel, Richmond, 
Nov. 6-8; 41st National Hotel 
Exposition, New York Coliseum, 
New York City, Nov. 12-16. 


Vending Machines To 
Serve Plaza Shoppers 
’Round-the- Clock 


WEST ORANGE, N. J.— 
Banks of vending machines, in- 
cluding refrigerating units, will 
be installed at the Essex Green 
Shopping Plaza under construc- 
tion here to provide around-the- 
clock service for shoppers. 

Refrigerated vending ma- 
chines will dispense eggs, butter, 
milk, cheese, and soft drinks. 
Other vendors will be stocked 
with such items as coffee, tea, 
bread, cake, and breakfast 
foods. Late shoppers will also 
be able to purchase cigarets, 
cigars, soap, toothpaste, and de- 
tergents from vending units 
when Plaza stores are closed. 


Wolfe-Evans Will 


Represent Larkin 


In Southern States 


ATLANTA—Larkin Coils, Inc. 
has appointed Wolfe-Evans Co., 
New Orleans, as sales represen- 
tative for Louisiana, Mississippi, 
Arkansas, and parts of Texas, 
including Houston and _ the 
southeastern area. 

O. M. Sims, president of 
Larkin Coils, announced the ap- 
pointment. 

The two principals in Wolfe- 
Evans are Rudy Wolfe and 
Walter Evans. 

Wolfe was previously associ- 
ated with Mueller Brass Co. 
Walter Evans was formerly as- 
sociated with Standard Brass 
Mfg. Co. of New Orleans, and 
has been in the manufacturing 
representative business for the 
past few years. 


Te Ceol Union Hall 

LOUISVILLE, Ky. — Truck 
Drivers Local 89 has announced 
plans for a new air conditioned 
headquarters building to cost 
$250,000 to $300,000. 


2 Sweden Freezers 
Included In U.S. 
International Exhibit 


SEATTLE — The Sweden 
Freezer Mfg. Co. of Seattle, 
Wash., recently shipped out two 
soft ice cream dispensers to Sa- 
lonika, Greece to be part of the 
United States exhibit in the In- 
ternational Trade Fair there 
Sept 2 to 23, Harvey F. Swenson, 
president, has announced. 

The Seattle firm is one of a 
number invited to send repre- 
sentatives and equipment for the 
American exhibit under the 
sponsorship of the Departments 
of Agriculture and Commerce, 
and the United States Informa- 
tion Service.*” 

Swenson has designated 
Charles L. Burton export sales 
manager, to represent the com- 
pany at the fair. Burton has 
been with the Seattle firm since 


1946. He also is sales manager 
of Sweden Freezer of Canada, 
Ltd. 

In addition to his stay in Sa- 
lonika, Burton plans business 
calls in Athens, and in Italy, 
Switzerland, Iceland, and France. 

Present plans call for the ma- 
chines to be put in operation at 
the fair so that free samples of 
American made milk shakes and 
soft ice cream can be given away 
to those in attendance. 


Ansul Buys Building 
Te Expand Facilities 


MARINETTE, Wis. —To re- 
lieve the need for additional 
manufacturing and office facili- 
ties, Ansul Chemical Co. has 
purchased the building of the 
Marinette Glove Co. here. 

Ansul will decide soon which 
departments or operations will 
be moved to the new building, 
which will add another 11,000 
sq. ft. of floor space to plant 
facilities. 
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Wholesale Grocer Group Studies Plan 
To Aid Independent Supermarket Growth 


WHITE SULPHUR SPRINGS, 
W. Va.—Immediate study of a 
long-range plan designed to fa- 
cilitate expansion of independ- 
ent supermarkets was author- 
ized at the recent mid-year 
meeting of the National-Ameri- 
can Wholesale Grocers’ Associa- 
tion. 

Under the plan, as outlined at 
the meeting, a company tenta- 
tively called the Independent 
Supermarket Development Corp. 
would be developed by the asso- 
ciation. However, when formed, 
the firm would operate inde- 
pendently of the NAWGA, It 
would be financed by members 
desiring to participate. 

One advantage of the com- 
pany would be that through its 
support, independents would get 
better recognition from develop- 


UT FRONT for 


ers of prime-location shopping 
centers and from financial insti- 
tutions, it was stated. 

It was also pointed out that 
retailer customers of whole- 
salers belonging to the company 
would have the capital of the 
corporation behind them, thus 
providing additional security to 
leases beyond that offered by 
the retailer and his wholesaler. 

Additional benefits would be 
facility of rediscounting retail- 
ers’ notes on equipment and 
other obligations involved in ex- 
pansion, and allowing the indi- 
vidual wholesaler to offer finan- 
cial cooperation without adding 
to contingent liabilities. 

R. L. Montgomery, Jr., 
NAWGA president, plans to ap- 
point a committee to study the 
program. 


Only a seventy-five-year record could inspire 
the good looks and unequaled merchandising 
qualities of every model in this 
sensational Warren Diamond Jubilee Series. 
For each perishable department, a 
Super MEeRcHANDISER of all-new superiority: 
handsome styling all its own, with 
scientifically chosen dimensions for maximum 
capacity and more display, plus complete 
satisfaction from economical performance. 


ites: | 


Southeast, 


For more information about products advertised on this page use Information Center, page 20. 
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stresses two-side shopping of seven 
frozen-food packs across. 
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Bucketed Beer Bottles 


Ice Machine Dealer Shows Restaurants, Groceries How To 
Use More Ice for Added Customer Appeal and Profit 


MIAMI, Fla.—-David Golden, 
vice president and sales man- 
ager of Gray Products Corp. 
here, makes money selling ice 
machines to prospects who did 
not even know they were pros- 
pects. 

Take small restaurants and 
bars, for instance. The proprie- 


not use enough ice to make a 
machine of their own worth 
while. 


Bucket Idea 


But Golden and his three 
salesmen don’t take this for an 
answer. They show the man how 
he can use more ice to his profit. 


rant or bar that serves beer 
with meals, Golden suggests 
that when the customer orders 
beer, the waitress not bring 
him a bottle and a glass. 
Instead, she should bring him 
three or four bottles, nested in 
an attractive bucket filled with 
crushed ice. Then after she un- 


EXPLAINING ICE BUCKET 
idea thot helps him sell 
ice cubers to visitors at 
Pan American Restaurant 
Exposition is David Golden 
(facing camera), vice presi- 
dent and sales manager of 
Gray Products Corp., Miami. 


i tors and other ice maker sales- An example of this is Golden’s caps a bottle and pours a glass ; i Zz 

; men may think that they would ice bucket idea. For the restau- full, she puts the bottle back in _— —_ 

M . “the ice bucket, he explained. 

_ “Even if the beer has been 

| pre-chilled to 42° F. and the 

glass pre-chilled,” Golden as- 

serts, “the beer will lose 3° F. 

temperature when it is poured 

into the glass. Within 15 min- 

utes, it will be at room tempera- 
ture. 

“On the other hand, when the 
bottle is kept in the ice bucket, 
it will always be cool. The cus- 
tomer will enjoy his drink more 
and will be tempted to order 
another.” 

And that is where the ice 
bucket pays dividends. After the 
waitress pours the first glass, 
she leaves a bottle opener on 
the table. 

When the customer decides he 
wants another beer, he does not 
have to semaphore the waitress 
| and wait several minutes to be 
| served. Instead, he merely se- 

lects another bottle from the ice 
bucket and uncaps it himself. 

“This not only provides better 
service for the customer, it also 
saves the waitress’ time, par- 
ticularly during rush hour peri- 
| ods,” Golden explains. 
| When the customer calls for 
\his check, the waitress merely 

notes the number of bottles 
used and bills accordingly. 


Ice for Produce Displays 


Another source of cuber sales 
for Golden has been small pro- 
duce markets. He convinces the 
grocers that it will pay them to 
make their own ice for their 
produce displays. 

He not only tells them about 
it, but shows them how to put 
the ice in the best position to 


; SEE HOW EASY IT IS TO 
FLUSH PENN WATER VALVES 


2 screw drivers, a flip of duce 


“We did not originate this 
Golden admits. “We 


the wrists-and PENN is ready (strc it trom tne experts.” 
c He explained that his com- 
for long, trouble-free service 


pany which distributes Tyler 

commercial refrigeration equip- 
ment as well as “Scotsman” cub- 

Only Penn water valves offer such easy manual flushing! And, you ers subscribes to all the leading 

know how important it is to flush out any newly-installed water (Concluded on next page) 

valve. With Penn, all you do is insert two screw driver blades under ie ee 

the range spring and lift up. All the pipe cuttings, solder balls, rocks 

and other foreign material that normally get into the water lines dur- 

ing installation are washed away. Easy-to-flush, Penn eliminates 


~2-SEFE 
those costly service call-backs due to improper valve seating. es LIQUID | 
= INDICATOR 


NEW FLO INDICATOR FLAP 
SHOWS ALL FLOW CHANGES 


That's just part of the story. Penn water valves are highly sensitive 
to changes in refrigerant head pressures, assuring top efficiency. 
There's no valve chatter, no water hammer, no rusting of range 
spring, no corrosion of sliding parts. Sizes from %” to 242” in 
flanged or threaded styles—and also available for temperature 
actuated service. Ask your wholesaler. 


Analyze flow, function of 
expansion valve, by means 
of E-Z to SEE sensitive flap, 
instantly responsive to 
variations in flow. Pos- 
itively leak-proof — hun- 
dreds of thousands in use. 
Available to Wholesalers 


everyubere 


Cutaway view shows how 2 nylon-reinforced synthetic 


diaphragms in Penn water valves keep water away Penn C0 nTR OLS. in (. Goshen, Indiana 


from the bellows, range spring and sliding ports. 
AUTOMATIC CONTROLS FOR HEATING, REFRIGERATION, AIR CONDITIONING, GAS APPLIANCES, 


Penn puts an end to rust, corrosion and sedimentation, | 


the deadly enemies of ordinary water volves. PUMPS, AIR COMPRESSORS, ENGINES 


REMCO 


INC ORPORTED 
 «ZELIENOPLE, PA. 


12 For more information about products advertised on this page use Information Center, page 20. 
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If This Dealer Gives a Discount, It 
Goes To Charity Not His Customer 


(Concluded from preceding page) tinues 
trade periodicals in the fields of year and gives good service,” 


A CORAL GABLES “FRUIT- 
OLOGIST” sprinkles ice 
chips on his produce dis- 
play. Small retailers like 
this, who might not be con- 
sidered prospects for ice 
mokers, buy them from 
Gray Products Co. when 
they are shown how they 
| can be used profitably. 


‘& 


in business year after 


“We lose some sales to the 
fly-by-nights—-and there are 
many here—-who are in business 
for a few months and quit.” 

“But many of these sales are 
not really lost. Some merchants 
learn the value of good service 
behind a product after they have 


SCOOPING CHIPS from his 
Scotsman ice moker, the 
“Fruitologist’ gets all the 
ice he wonts for less thon 
$1.75 per day. He not only 
uses it to ice his displays, 
but gives bags of cubes to 
his customers as an extra 
service. 


a fly-by-night dealer and then 
found him gone when they 
wanted service.” 

Golden uses three sales plans 
in selling his equipment. One is 
for cash—-without any discount. 
If the customer insists, Golden 
may offer to make a contribution 


Commercial Refrigeration © 


thropic institution to close a 
sale, but will give no discount. 

Second plan is one-third down 
and three months on the bal- 
ance with no interest charged. 

Third plan is no down pay- 
ment and two years to pay on 
the meter plan. 

“Our salesmen have a terrific 
profit story to tell. They also 
have great faith in the equip- 
ment they sell. By selling the 
best and transmitting this faith 
to the customer, they don’t have 
to make concessions.” 

Golden noted that he does not 
take trade-ins. He urges the 
customer to dispose of his equip- 
ment on his own. 

Gray Products has three serv- 
icemen, primarily on cuber serv- 
ice. When a customer calls in 
for service, he is assured that 
a man will be there within two 
hours. 

“It is rare that a customer 
has to wait two hours for serv- 


to a hospital or other philan- ice,” 


their interest—meats, dairy, he said. he said. 
bakery, produce, etc. Articles of °-——— ———— 
particular interest are marked | 
and circulated to all salesmen. | 
At sales meetings, these arti- | 
cles are discussed. The salesmen | 
work out ways they can adapt | 
the information to their use. 


purchased at a low price from 


CONVERT 


from Self-Contained to Remote 
IN MINUTESI 


Salesmen Become Experts 
In Customers’ Fields 


“The whole purpose of our. 
sales meetings are to make our 
men experts in the fields to| 
which they sell,” he asserted. “ 
“Our men can not only recognize | oe se 
all the different cuts of meat at | 7 hf 
a glance, but they have learned y UNIT DOES DOUBLE DUTY 
where and how each cut should : 
be placed for faster sales. 


“This knowledge is at the 
beck and call of every merchant 
we deal with—if he wants it. If 
he shows the least interest in 
learning more about his own) 
business, we will teach him all | 
we can. But we can’t make him 
use it if he doesn’t want to.” 

Working the highly competi- 
tive Miami territory, Golden as- | 
serts that he does not try to 
compete on a price basis. Rath- 
er, his salesmen stress the serv- 
ices Gray Products can offer, its | 
reputation in the trade, and its | 
experience in the field. 

“We get our sales among mer- 
chants who appreciate the value | 
of a reputable firm that con- 


Model RGS5OH.-'/, H.P. 


| 
} 


vensssente uw conventional Priv 
of air and oe whe fey gal 


DEAN 
€6i65 PLATES 


for Ice Bank | 
Air Conditioning 


Tecumseh’s new conventional line 
has more sales and performance 
features than ever before. First, 
you have a choice of 14, 3/4, and 1 
H.P. units, either air or water 
cooled. Second, you get the 
weight and price advantage of 
self-contained units. Third, you 
can easily remote any of these 
units with a new and exclusive 
remote kit. 


Tecumseh designed this line so 
you can cover a variety of com- 
mercial applications at a consid- 
erable savings in cost, inventory 


and shipping. 


Tecumseh’s new Remote Kits al- 
low one man to remote a self-con- 
tained unit in minutes, on-the-job. 
Two compact, lightweight kits fit 
all air or water cooled models. 
The air cooled kit contains two 
cast iron back legs—one cast iron 
front panel and name-plate — one 
stamped steel belt guard and 
mounting bracket — one control 
box and mounting bracket — and 
all necessary fasteners. The water 
cooled kit includes the back legs, 
the front panel and name-plate, 
plus the fasteners. 


= The World's Largest Producer of 
— Compressors for the Refrigeration industry 


T GU MSEH PRODUCTS co. 


Note that the Tecumseh Remote 
Condensing Unit is built up from 
a standard Self-Contained Unit, 
plus Tecumseh’s Remote Kit. Con- 
sider the cost, space and paper- 
work you save and at the same 
time, stock a complete line of air 
or water cooled units. Investigate 
selling features such as built-in 
low side oil separators on all units 
from ¥/, to 3 HP included in this 
practical, economical line. Here 
are savings that mean more profit- 
able sales! 


Marion, Ohio 
Tecumseh, Michigan 


EXPORT DEPT.—P. 0. Box 2280, 24530 Michigan Ave., W. Dearborn, Michigan 


For more information about products advertised on this page use Information Center, page 20. 
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No Revenue Loss or Interference as Firm Air Conditions 
7 Floors of Hotel Rooms In 90 Days at Hour-per-Room 


By C. Dale Mericle — 
NEW YORK CITY—Two ma- Iie 
jor problems normally associ- 
ated with air conditioning an 
existing hotel—space for the 


a 


ONLY an hour was required 
to install and connect air- 
handling unit in a guest 


equipment and minimum inter- é ama @ teed Gn 

ference with guests — were ' ‘iss Ghote ‘eiei-ae Made 
a neatly solved when Thermair Py ence with quests, end the 
“ Industries, Inc., engineering and CHILLED water lines ore ae hotel did not lose revenve 
i contracting firm here, installed located in corridors of the Um aS from any room during in- 
io cooling this summer for guest Lexington, connected to we stallation. 
rooms through the 10th floor in risers beside elevator shafts. we 

the nearby Hotel Lexington. Corridor installation § mini- 

mized interruption of hotel . 

™ Hotel Rented Rooms neat: oe 
a Every Night During Job 
- At no time during the instal- - id : 
“i lation was the hotel forced to : ~~ tis he, 
" give up any guest room, even ‘ wel, es + I . 


overnight. 

Thus the process of adding 
air conditioning did not involve 
any loss of revenue for the 


——_——— 


hotel, it was disclosed. 
And the whole job took only 
oe —.« 90 days. 

Actual work of installation 
performed in the guest rooms 
of the Lexington required an 
hour per room at the most, ac- 
cording to Frank J. D’Anna, 
chief engineer of Thermair. 

“It took half an hour to hang 
the fan-coil unit in each room, 
and another half hour to con- 
_nect the piping between the unit 
_and headers in the corridor. 


Installation Did Not 
Disturb Guests 


_ “After 10 a.m., as a rule, the 
_guests are out of their rooms, 
so installing the system did not 
disturb them,” D’Anna said. 

_ This is confirmed by Fred F. 
_Holsten, vice president and man- 
ager of the Lexington, who com- 
_ments, “we rented the rooms 
and kept right on going during 
the installation.” 

_ Most of the public rooms, res- 
_taurants, etc., in the Lexington 
_had already been air conditioned 
| before Thermair made the in- 
stallation for seven floors of 
guest rooms. Ultimately, Hol- 
sten disclosed, all guest rooms 
on the remaining floors of the 
hotel will be air conditioned, too. 
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Remove Ammonia System 
For Package Chiller Space 


Space for the 160-ton Airtemp 
package water chiller which 
serves the fan-coil units in the 
guest rooms was created in the 
basement area of the hotel by 
removing an old ammonia sys- 
tem which formerly provided 
refrigeration for kitchen needs 
and ice making. 


Ranco Speed-Up Orders Filled Promptly 


An impatient customer. A hot job. A con- __ industry on the finest controls in the world. 


trol seldom found, Your Ranco Wholesaler On controls not catalogued, your Ranco , 

- . ; a - Nearly 20 direct expansion 
can help you in a hurry. Ranco’s unique Wholesaler mails your special order, the geet ere cubatttuted tar the 
Speed-Up Factory Order Service enables _Ranco factory fills it within a few days, and a 

pee P ry y ‘ ys, (Concluded on next page) 


him to give you the fastest delivery in the __ it’s in your hands promptly. etn in 


, Li f Repl t Control 
World’s Largest Line of Replacement Controls 


Ranco’s line of replacement controls for at your Ranco Wholesaler’s (Not available 

nearly 5,000 distinct applications far ex- from factory). Why not take advantage of 

ceeds that of any other manufacturer. And _Ranco’s superior service now? Use your 

additional models are constantly being Ranco Replacement Reference tochoose the | 
added to that line. Each control is listed—- quality Ranco Control that’s designed for the 

by specific application—in the Ranco Re- _—job. Depend on your Ranco Wholesaler to | 

placement Reference (No. 1544) on sale _ get you the right control when you need it. | 

| 

| 

| 

| 


COLUMBUS 1, OHIO 
World's Largest Manufacturer of Refrigeration Controls 


plastic, Aspir-Jets last 
because do not corrode. Thows- 
already in use ore giving better cooling 

even with lower than normal pressures. 


* crit sheeots, Steet 


THERMAL AGENCY 
pe Notona! Sates Agents ee 
15'S DALLAS * HOUSTON. TEXAS 


14 


& . e 4 . . . . . . 1956 
. Air Conditioning Air Conditioning & Refrigeration News, September 17, 
3 : ol "4 
§ a i eo me hee ig ee tala <5) palma tend oe 
| a i —_— 
: r ; 
See . 
. 7S ae ae : 
a i r ; - aaah IITs —_. m3 - 
a= 3 9 
“i 2 b. — - ee an i Paid j wv “a 
= 
2 EE -_ er tect ee es eee 
js VO 
see your R Wholes 
| ee your Kanco © a 
ig P Siayguervrs Uy 
: Late — 
Sree. Ww yi : iy ~~. a 
My yy a. . 
is Pex — A ae Ne. 7 = ; = ; — Ye, 
5 ap, Mtl U0) |—6hBeS see —— ——- a 
a by 4, ME i fs SS) Ss} fat et eet ary ti Uy, 
2 J Wick Oh. f Sess Sia — 
\ Se, P ‘ WP Beis2se=- F 
Wy 2 Sesssasal- Fe 
: WY Y LY YY eee is is ae SS Ye 
% i\ on A / | SS sis = 5 ig Ly 
y \ 6 tii J ye fa ias tos fis) fs5) iS ig yyy 
| L “Uy | / aS bo ss a gS ie yyy 
w \ fy, i Vj mm fs iS iS BS ee iS Sy iii 
| Z i y by SP ees sss Zz ye | 
me: ih Pa ‘ [ 4) ‘ A wigisigss Li 
n J 5 yy OO 4 ays ; -_ te “a tig wy i 
a j yy, a a —— PA ti lf ‘Ye 
‘ y st ane | | ped - if Rep ey, i 
s «ate ; ‘h: iy y | 
i i’ r to ig / yy 
j RY) 
Y iS © = 
ly J 
fo 
| = 
' 
ol 
a LS , a 
3 —) 
—) 
| a 
: = ee a increase | 
= ee EFFICIENCY 
| - _ With | 
a. | 
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cfficlency of escling towers by increasing | 
: water break-up and improving water distriby- | 
tion. This is eccompliched by the Aspir-Jet | 
unique design which atomizes the woter with : 
as little as one-half pound nozzle pressure. . 
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Hotel Cooling - - 


(Concluded from preceding page) 
ammonia hookup which had 
been handling kitchen walk-in 
boxes, reach-ins, etc., and Car- 
rier and Frigidaire ice-makers 
were installed to replace the am- 
monia ice-making equipment. 

These changes were made 
first, and the removal of the 
big, old ammonia plant left a 
machinery room quite adequate 
for the water chiller system. 

In each of the air conditioned 
guest rooms a '%%-ton Interna- 
tional air handling unit is sus- 
pended from the ceiling of the 
vestibule. Each unit is equipped 
with a permanent type filter and 
a centrifugal fan driven by a 
three-speed motor. 


Guest Can Vary 
Cooling To Suit Selves 


A wall switch providing three 
speeds and “off’’ controls the 
blower, and thus guests can vary 


the amount of cooling. ° 


Although the units are ex- 
posed at the vestibule ceiling, | 
they are painted the same color | 
as the walls and ceiling and. 
thus are inconspicuous. Decision 
to locate them in the vestibule | 
rather than conceal them in clos- | 
ets, D’Anna explains, was based | 
chiefly on the fact that much 
less installation time would be 
required for this location. 

Chilled water supply and re-| 
turn lines and a condensate line 
| 


run from each unit to the sys- 
tem piping in the corridor. Cor- 
ridor ceilings are to be furred | 
down to conceal the piping. 


Piping Set at 

Hall Ceilings 

Piping for each floor is located 
at the ceiling in the corridors— 
another feature that minimized | 
interference with guests during 
installation. A “reverse return” 
hookup is used for the chilled 
water supply and return piping. 
This hookup is so designed that 
there is the same length of pip- 
ing run on each floor. As a re-| 
sult, friction losses are the same 
throughout the system, and each | 
air handling unit receives the 
same amount of chilled water. | 
Balancing of the system is like- 
wise simplified by this. 


Chiller Risers Run Up 
Next to Elevator Shafts 


Risers from the Airtemp chill- 
er in the hotel basement are 
run up beside elevator shafts, 
drilling through 8-in. thick floor 
concrete. 

To complete the installation 
a Lillie-Hoffman cooling tower 
was installed on the roof of a 
three-story inner court section. | 


L. BROSELL 


Cc. A. COMSTOCK 


Typhoon Names Brosell 
West Coast Sales Chief, 
Comstock In Florida Area 


BROOKLYN—Les Brosell has 
been appointed West Coast dis- 
trict manager for Typhoon Air 
Conditioning Co., Div. of Hupp 
Corp., and C, A. “Pete” Com- 


stock has been named district 
sales manager for Florida and 
the southern half of Georgia, 
according to Mark E. Mooney, 
vice president in charge of sales. 

Making his headquarters in 


Los Angeles, Brosell will cover 
the California, Arizona, and 
Nevada territories. 


A veteran of 12 years in the 
air conditioning and heating 
fields, Brosell was formerly as- 
sociated with Chrysler Airtemp 
as district manager and assist- 
ant regional manager of the 
West Coast regions. Prior to his 
last assignment, he was mer- 
chandise manager with Rudy 
Furnace Co. for six years. 


Comstock will supervise the 
Typhoon dealer organization for- 
merly managed by Harry Jobes, 
now general manager of Ty- 
phoon Heat Pump Co. of Tampa, 
Fla. 


Comstock had extensive ex- 
perience in the heating and air 
conditioning field during his as- 
signments as manager with 
Crane Co. from 1947 to 1952, 
organizing dealers both in engi- 
neering and sales. He was direct- 
ly responsible for heating and 


air conditioning sales activities. 


hp 


fest 
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Coleman Forms Pittsburgh 
Mechanical Contracting Co. 


PITTSBURGH — James L. 
Coleman, Jr., previously an offi- 
cer of Sauer, Inc., mechanical 
contractor of Pittsburgh, has 
announced the formation of a 
mechanical contracting firm. 

At present, offices of the new 
company are located at 803 
Standard Life building here. 

Coleman has been associated 
with Sauer, Inc. and its prede- 
cessors since 1928, having been 
elected vice president and sec- 
retary and later president. 

He is a registered professional 
engineer, director of Builders 
Exchange of Pittsburgh, and a 
member of the Pennsylvania and 
National Society of Professional 
Engineers; American Society of 
Heating & Air-Conditioning En- 
gineers; and Pittsburgh and 
National Association of Plumb- 
ing, Heating, Ventilating & Air 
Conditioning Contractors. 


et the 


knows that Sporlan “G"’ 


RIGHT 
COMBINATION 


Worthington Appoints 
East Texas Distributor 


HOUSTON, Texas — Condi- 
tioned Air, Inc., a Houston and 
Dallas firm, has been appointed 
distributor for Worthington air 
conditioning products in eastern 
Texas, Matt Lawler, vice presi- 
dent in charge of the air condi- 
tioning and refrigeration divi- 
sion, announced recently. 

Headquarters will be in Hous- 
ton with offices at Clay and 
LaBranch Sts. When the build- 
ing now under construction is 
completed, the Dallas offices will 
be at 4201 N. Carol St. at 
Bryan. 

Edward Norwood is general 
manager of the firm. 

“Purpose of the appointment,” 
according to Lawler, “is to place 
the distribution of Worthington 
equipment in the hands of an 
organization which will handle 
wholesale distribution only.” 


SPORLAN "6" VALVES 


with Selective Charges 


gy 
for sudion ARE a BOVE ZERO 


(twit 
for sution CHARGE oe OW ZERO 


“X” CHARGE 


for Extremely Low Temperatures 


HERE’S wHy! Over 22 years of engi- 


neering research and development have gone into the 
“G” valve; constantly improving, but never changing 
the original Sporlan Peak Performance design. 


And, way back in 1934, Sporlan engincers origi- 
nated Selective Charges, which keep proving down 
thru the years that No One Charge can properly operate 
a valve on All Applications. So, if you haven't tried 
Sporlan, just ask any old-timer in the industry . . . he 
valves with Selective Charges 


AIR-CONDITIONING 
MOTORS 


NEVER BURN OUT 


when protected with 


have always been the right combination for Peak Per- ee 
formance on all commercial refrigeration applications. 


Try them yourself... order Sporlan"G” valves 
with Selective Charges from your Sporlan whole- 
saler today, and ask him for a new § orlan Cata- 
log showing the proper Catch-Alls pew Solenoid 
Valves to go with them. 


Better still... Buy Sporlan Right-Down-The- Line 
and get Peak Performance throughout. ae 


’ 


7525 SUSSEX AVE., 


For more information about products advertised on this page use Information Center, page 20. 15 


ST. LOUIS 17, MO. 


MECHANICAL INDUSTRIES 
PRODUCTION COMPANY 


223 ASH STREET - AKRON, OHIO 
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WHY OUR INDUSTRY SHOULD FAVOR 
LOW TARIFFS AND FREED TRADE 


Historically our nation’s chief political 
arguments have hinged around conservative 
protection vs. risky reforms; and give-aways 
to foreign countries vs. healthy competitive 
commerce. 

Items: 

Slavery vs. opening of The West. 

High tariffs vs. free trade. 

Isolationism vs. international participa- 
tion in nationalistic intrigue—and foreign 
wars. 

A good case can be made for each side, 
especially since both are “crazy, mixed-up” 
issues. 


Until recently the Republican party was 
a staunch advocate of high tariffs and a 
super-strong central government. 

Prior to 1933 the Democrats espoused 
low tariffs, State’s Rights, and individual- 
ism. It’s a complete turn-about to find Ike, 
and some of his Republican cohorts pushing 
for lower tariffs, and less subsidizing of 
such “pressure blocs” as the giant farm 
ranchers. Doggedly the present Administra- 
tion is trying to remove artificial props from 
underneath tariff-lovers, farmer subsidizing 
pressurers, and labor union featherbedders 
—all of which keep prices too high for con- 
sumers like you and me. 

Again and again these political protec- 
tionists cut their own economic throats. 
Example: price-supported butter is being 
supplanted by oleomargarine. And high 
tariffs diminish our foreign trade in bicycles, 
automobiles, and refrigerators. 


As members of the air conditioning and 
refrigeration industry, we should applaud 
unpopular (in certain quarters) attempts 
to restore a free market, give business back 
to businessmen, and restore pricing to 
consumers. 

Why, especially? Not only because a 
free market is the best market. There’s 
another reason. Our industry is far advanced 
over its counterparts anywhere else in the 
world. 

Practically no foreign manufacturer can 
compete with United States suppliers of air 
conditioning and refrigeration equipment— 
in terms of price, performance, advanced 
design, dependability, or service. 

Given the dollars to purchase the prod- 
ucts of our American refrigeration industry, 
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the whole outside world would be eager to 
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buy our wonderful cooling specialities. 
Furthermore, the more our manufacturers 
can export, the lower their production costs Le 
will become. Hence, the lower their prices fag 

to YOU. 5 


Trouble abroad is: getting those dollars. 
When selfish local interests prevent Eurasian 
producers from selling their paltry few 
lower-cost items to us, so as to earn dollars 
to spend for products America thrives upon, 
OUR unique industry suffers. Editor: 


Actually, we shouldn’t put this matter prom time to time your very 
so narrowly. That’s the sort of thing we fine publication, Ai CoNDITION- 


are castigating. Here’s an unselfish BETTER ING & REFRIGERATION NEws, 
attitude: carries stories or editorials 


which woul of particular in- 

High tariffs destroy more jobs than they terest to ea oieeers of this 
protect nowadays. Almost four million association—and to all business- 
American workers need international trade men, for that matter—such as 
to keep their jobs. Likewise, plenty of Your excellent editorial in the 
farmers. In recent years one third of our oe. a0 issue, “Dest Bargains 
; - n the Labor Market: Experi- 

wheat, 40% of our cotton and rice, one onced Men Fifty Years Young.” 
fourth of our tobacco, and an immense por- We publish a monthly news 
tion of our soybeans have been exported. letter which goes only to our 


members. It’s brief, just hits the 

Foreign countries can’t buy more than high spots, yet we try to pack 
they are able to sell to us, in goods and it with thoughts and ideas which 
services, unless we continue to give them 


will help a man to become a 
billions of dollars taxed away from people etter businessman. 
like you and me, 


With this in mind, we would 
very much appreciate permis- 
Whenever and wherever the U. S. re- sion to quote two or three para- 
stricts imports, all of us lose more money 8taphs from this editorial, with 
than we gain. Our international problem is ‘!! credit to Atk ConpiTIONING 
& REFRIGERATION News, of 

that simple. 


ICE ASSOCIATION WOULD 
AID OLDER WORKERS 


National Association of 
Ice Industries 
Washington 6, D. C. 


SEER 


do our part to champion the 
cause of the older worker, which 
you have so ably done in this 
editorial. 
C P. AUSTIN, Director 
Research and Marketing 


ANOTHER EDITOR NOTES 
AUTOMATED WRITING ITEM 


Productionwise 
New York, New York 


Editor: 

Could we reprint in our maga- 
zine Productionwise, that very 
wonderful article you wrote on 
Trade Marks by Automation. 
This is the story of how Chas. 
Pfizer & Co. compiled a diction- 
ary with the aid of IBM elec- 
tronic brain and it included your 
interesting reflections on this 
development. 

Full credit, of course, would 
be given to both your publica- 
tion and yourself as its editor. 

We have a special fondness 
for writing with humor and 
charm and orginality, and your 
article abounds in all three of 
these ingredients. 

Leo H. JOACHIM 


course. We, too, would like to 


Should world-wide trade again be allowed? = — 
to flow freely—with a minimum of harrass- a . 
ment either from tariffs, quotas, or rigged H an d y Wa y t Oo S u 8) Ss cri b e 


currencies—efficient producers will be re- 
warded, and consumers will get a better 
break. 

Moreover, a simplification of customs 
procedures (a familiar grievance of foreign 
exporters) could take the wind out of 
Communist trade offensives. 


The more we relax export-import restric- 
tions, the cheaper we make it for people in 
this country to buy all sorts of things they 
need and want. And the more friends we'll 
make abroad. 

P.S.: It’s quite possible that an unselfish 
attitude toward international commerce 
could prevent Atomic World War III. If we 
work together, we can learn to live together 
in peace. 


To See the Industry In 


Keep up-to-date on what's going 


Covers latest 


servicing. 


year. 


450 W. Fort 8&t., 


0 Bill me () Bill Company. 
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action weekly in AIR CONDITIONING & REFRIGERATION NEWS. 
mews and gives you top 
commercial and residential air conditioning, commercial and home 
refrigeration: manufacturing, contracting, distributing, retailing, and 
Read the Industry’s newspaper for 
Only $6.00 per year, 52 issues (U.S. and Canada). Foreign: $10.00 per 


a a RYN NS RR TS CRE SN ee 
AIR CONDITIONING & REFRIGERATION NEWS 

Detroit 2, Mich. 

Gentlemen: Send the NEWS every week for one year. [) $6.00 enclosed 


Action EVERY WEEK 


on in your industry. You'll see 


how-to-do-it reports on 


profit every week. 
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2 Tied-In Systems Give Hospital Year-Round Conditioning 


# MASSILLON, Ohio — An in- 
stallation covering the heating 
and cooling of all operating and 
delivery rooms has been made 
at Massillon City hospital 

The installation was accom- 
plished with Carrier air condi- 
tioning and tTIron Fireman 
“SelecTemp” heating equipment. 


Decide on Individual 
Heating Control Too 


It was decided, after the in- 
stallation of controlled humidity 
and cooling equipment for sum- 
mer operation, that equipment 
to control heating in the same 
manner for winter operation 
was needed, according to a re- 
port on the project. So indivi- 
dual SelecTemp units were put 
in each room served by the 
Carrier conditioning. 

A 15-ton package conditioner 
was installed in the fourth-floor 


hallway, the only accessible , 


area adjacent to the operating | 
rooms. The supply duct was 
then run down the main hall-| 
way, with branches terminating 
in each operating room at| 
grilles over the doorway. 


Operates on 100% 
Outside Air 


Since the system operated on | 
100% outside air, no problem | 
was involved in getting return 
back to the equipment, it was 
pointed out. 

Individual control of each we] 
erating room was not required | 
since control of the system was | 
obtained from a_ thermostat 
and humidistat, located in the | 
main operating room. 


Temper All Air for | 
Humidity Control | 


Humidity control is obtained | 
for tempering all air introduced 
into the system. This enables | 
the equipment to actually be 
used both summer and winter, | 
serving mainly for ventilation | 
during the winter months. 

“The installation of Selec- 
Temp units was made after the 
air conditioning equipment was 
installed, as it was found that 
the existing system of cast iron 
radiation, as installed, could not 
be controlled as accurately as 
the SelecTemp system,” the re- 
port stated. 


Heating Units Fed with | 
Low Pressure Steam 


“With this system of heating, 
the units being fed with low 
pressure steam off the main 
steam supply through pressure 
reducing valves, enabled each 
room to control the temperature 
to within a few degrees of the 
individual thermostat setting.” | 

Floyd Swearingen, chief engi- | 
neer, together with the hospi- | 
tal’s own crew of maintenance | 
men, installed these units in 
the various locations. The de-. 
tails regarding locations and. 
piping arrangements were | 
worked out by Herbruck, Inc., 
Canton, Ohio engineering firm. | 

The same system was installed 
in the third floor delivery room | 
area and part of the lying-in| 
section. This area is served by | 
a 5-ton package conditioner and | 
SelecTemp units. 


Hospital Facilities Not 
Interrupted 


“The entire installation was 
made with no interruption in. 
hospital facilities, which are) 
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LEFT: Supply ducts ond con- 


; 
“7% om [ 7 : trols of the 5-ton Carrier air 
ao. ’ \ ; conditioner ore shown in 
the third floor delivery room 


- 
fl 


installation. 


RIGHT: Kennard 20-ton cool- 

ing tower on the hospital 

roof is connected to the 

condensers of the package 
air conditioners. 


PICTURED HERE is a “SelecTemp" unit in one of the third floor delivery rooms of 
Massillon, Obie, City hospital. 


maintained on a 24- -hour basis,” held to a minimum and it was 
it was noted. possible to enclose equipment 

Because all equipment was in- and furr in all ductwork, nearly 
stalled in more or less valuable concealing the entire installa- 


space, “the areas required were tion.” 


to the Eve, too 


OVER 


in 7 
The Sgturday Evening 


20ST 


a new, aggressive and continuing 
ional advertising campaign to in- 
ease sales of Curtis equipment, this 
fil eige sales message in the Post was 
drivég home to more than 5 million 
prospebiive buyers of Curtis packaged 
air conditigning units. 


If you are ndta Curtis Dealer, and if 
you're qualified,.wow is the time to get 
started! You'll rpelline the world’s 


finest air conditioWing equipment, lll py — 
competitively priced, pe Negiagy by a ve ewe. ey. the Tae 


promotional-minded, on-t «go manu- 


facturer with a solid 102 wears of 
experienc andskil- this onal Conta Ain ‘Culiioning Unit 
Write today, and we'll show you ® Ww 


you can increase sales and profits with deserves te be hoo! ay or one phe 
, : aa problem... 


a complete, flexible line of Curtis Air 


Conditioni . . 
onditioning equipmen No question shout it. The new CURTIS pack hows the answer! 


ond air condisioner # refreshing. li is also 
silent, dependable, efhcient and economical to 
ra ond operate. it refreshes by circulating 


“Remember 


yov can count on 


our 10%Rnd year 


MANUFACTURING CO. 
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se: Refrigeration Division 
as 9 
in 1912 Kienlen Ave., St. Louis 20, Mo. 
rechoged oe cold Pockog industrial ow Ado Lifts Cm.15 
ow conditioning units dine ants 10 ve Compressors single & two posts 
For more information about products advertised on this page use Information Center, page 20. 17 
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Current Literature | 


8-Page Brochure Describes 
Industrial Dust Collector 


KEY NO. R-930-—— 

HAGERSTOWN, Md. Pang- 
born Corp.’s new “Ventrijet” for 
wet collection of industrial dusts 
is illustrated and described in an 
eight-page brochure. 

Bulletin 920 contains 15 draw- 
ings and photographs to show the 
unit's action. Dimensions, weights, 
and capacities are presented in 
three tables. 


Condensed Catalog, 
Service Guide Issued 


KEY NO. R-931 

CHICAGO—-Two new pieces of 
literature--a condensed catalog 
and a service guide-——-were pub- 
lished recently by McDonnell & 


No. 4 in @ series on refrigeration 


Fig. 2 


DIAGRAM A, above, depicts 


the working parts of a grass-| 


hopper of the family Aecridiidae, 
a beautifully engineered bug. 


The natives of Yorkoyorko in 
New Hebrides eat grasshoppers, 
up, like they were pop corn, but 
it is the construction and design 
of the grasshopper that fascinate 
us. (We're engineers.) 


The grasshopper hunches up 
for its hop, (Fig. 1) and when the 


spring is released the grasshopper | 


has sprung. Its rear legs flick out 
(Fig. 2) and suddenly the grass- 
hopper is up to 60 times its own 
length from where it was. 


If Mr. S. E. Lauer, president 
of the York Div. of Borg-Warner 
Corp., could make a correspond- 
ingly good hop he could hop from 
his desk onto his horse, 


Q. What enables the grasshop- 
per to hop so efficiently while 
other bugs merely crawl? 


A. Because he is equipped 
with a small working part the 
name of which escapes us right 
now, but it is a part which, in a 
grasshopper, corresponds to a 
part known as VAPOT in refriz- 
eration installations. Just as that 
certain part enables the grass- 
hopper to hop real good, VAPOT 
enables refrigeration installations 
to refrigerate real good. VAPOT 
is a defrosting device. We de- 
signed it, we manufacture it and 
we supply it to builders of re- 
frigeration equipment. VAPOT 
eliminates frost and ice suddenly 
without detrimental temperature 
rise. If you build, engineer, buy 


or use commercial-industrial re- | 


frigeration you should get the 
facts of VAPOT. Also if your 
name is Welton Beckett or Paul 
Sessinghaus you should write for 
technical data on VAPOT which 
is one of many specialties used in 
refrigeration and air conditioning 
which we make. 


SINCE 1932 


REFRIGERATION ENGINEERING, INC. 
7250 €. Slovsen Ave. Los Angeles 22, Calif. 


Phone. RAymond 3-328! 


18 


Miller, Inc. here, it was noted. 


Manufacturers of boiler water 
level controls, relief valves, and 
related boiler safety devices, Mc- 
Donnell & Miller offers the con- 
densed catalog as the latest edition 
to provide concise information on 
the firm’s products. 

In its eight pages are more de- 
tailed selection information, new 
pump controls and relief valves, a 
few specialized float valves, and 
heating-conditioning switches. 

The service guide contains trou- 
ble-shooting and service data on 
controls. A list of repair parts 
has been refined to a few stand- 
ard interchangeable assemblies. 


Cabinet-Type Central 
Unit Line Deseribed 


KEY NO. R-932 

HARRISON, N. J.—-A new line 
»of central station cabinet-type air 
conditioning units is the subject 
of a new 52-page, two-color data 
book issued by Worthington Corp. 

The data book “is designed 
chiefly to aid architects and engi- 
neers in selecting the correct size 
Worthington air units for any type 
installation,” the company said. 
|“The information it contains can 
save them valuable time and con- 
siderable expense because it elimi- 


nates complicated figuring and 
| guesswork. 
“The indexed book illustrates 


pictorially the various vertica! and 
horizontal unit models available 
and lists their outstanding engi- 
neered design features.” 

For convenient working refer- 
ence, the data book (bulletin #C- 
1100-B86 P) is divided into six 
sections: Product photos and speci- 
fication and physical data; unit 
selection; sample heating and cool- 
ing problems, complete with 
| graphs; mean effective tempera- 
ture and chart; fan selection data; 
and dimensional drawings. 


Wolverine Covers 
Restrictor Tubing 


KEY NO. R-933-———— 
| DETROIT Wolverine Tube, 
Div. of Calumet & Hecla, Inc., 
} announces the new leaflet for re- 
| strictor tubing, “Wolverine Capila- 
tor—lIt’s Precision Controlled.” 
This new promotional leaflet on 
Capilator, the capilliary tube for 
restriction purposes, covers the 
| advantages of plug drawn Capila- 
tor for metering flow of liquids 
and gases and highlights testing 
and control features, and what 
they mean for finished products. 


methods are contained in the 


Anemostat Bulletins 
6 New Products 


KEY NO. R-934——— 

NEW YORK CITY—A 12-page 
bulletin featuring new products 
has been issued by Anemostat 
Corp. of America. 

Products included in the bulle- 
tin are a remote manual control, a 
ceiling panel-diffuser, a straight- 
line 100% aspiration diffuser, a 
high capacity vane type diffuser 
for high sidewall installation, dif- 
fusers for ceiling mounting with 
center induction and radial distri- 
bution, and diffusers with air ex- 
traction in the outer cones. 

The bulletin is illustrated with 
performance charts, photographs 
and drawings, with information on 
each product. 


Janitrol Explains Home 
Air Conditioning Line 
KEY NO. R-935———— 

COLUMBUS, Ohio—-A complete- 
ly new 12-page brochure on resi- 
dential central air conditioning has 
been published by the Janitrol 
Heating and Air Conditioning Div. 
of Surface Combustion Corp. 

The brochure, entitled “The Best 
Years of Your Life” is a concise 
summary of the operation, selec- 
tion, and installation of either air 
or water-cooled summer air condi- 
tioning. 

A feature of the booklet is a 
section containing tips on increas- 
ing the homes “cool-ability,” a 
check list for measuring cooling 
quality and suggestions on financ- 
ing. 


Honeywell Publishes 2 
Installers’ Handbooks 


KEY NO. R-936——— 

MINNEAPOLIS — Growing 
terest in warm air “zone” 
perature control has led to publi- | 
cation of two new installers’ hand- | 
books by Minneapolis-Honeywell | 
Regulator Co.. 

The booklet designed especially | 
for the sheet metal worker zone 
theories (booklet SA2667) tells 
when zoning should be used. It ex- 
plains in detail the installation of 
Minneapolis-Honeywell dampers, 
linkages, and damper actuators. 
Diagrams and photographs of 
actual installation procedures are 
also included in the 32-page hand- 
book. 

Electrical circuit diagrams, in- 
stalling instructions, and checkout 
procedures for various zoning 


in- 


| Write for complete 
engineering data. 


- 


ees | 

Sp? CMON ue we oe in 
Schnacke THERMATROL | 
Water Chiller Chosen 
for Folsom Apartments | 
Schnacke Thermatro! Chilled Water Unit | 
Model CFD-15-35 is integrated with hot 
woter boiler for summer-winter air con- 
ditioning of the Folsom Apartments, 
Boonville, Indiano. Thermatrol package 
chillers are available in sizes from 10 | 
to 60 tons, in standard models. The “S” 
line offers specification design to meet 
ony requirement, easily selected to fil 
the job from 10 to 120 tons. 


| 


1105 Governor St. 
Evansville, Ind. 
— 


tem-@ 
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installer-electrician serviceman 
booklet (SA2820-1), it was pointed 
out. 

In it are discussions of two-zone 
balancing, volume and mixed-air 
methods of zoning; internal cir- 
cuitry and operation of Honeywell 
damper actuators and _ control 
panels; and a section on balancing 
and volume methods of controlling 
heating-cooling zone control sys- 
tems. 


Packaged Electronic 


Filters Cataloged 


KEY NO. R-937 


MCKEES ROCKS, Pa.-—An 
eight-page catalog covering its 
packaged electronic air cleaners 
has been released by Trion, Inc. 
Catalog E-10 describes custom- 
built models in complete detail 
including engineering data and 
size and capacity tables for fitting 
the proper model to the job, it 
was stated. 


Henry Itemizes 
Valve Parts 


KEY NO. R-938-——— 
MELROSE PARK, Ill. —Com- 
plete parts catalogs covering 


“Henry” products have been re- 
leased by the Henry Valve Co. 

Parts Catalog FPL-11 consists 
of 32 pages of detailed cross-sec- 
tions and parts, together with list 
prices. It covers Henry “Freon” 
valves and accessories, including 
packless and packed valves, check 
valves, strainers, driers, and liquid 
level gauges for refrigeration, air 
conditioning, and industrial appli- 
cation. 

Parts Catalog APL-11 is a 24- 
page booklet covering Henry 
ammonia valves and valve acces- 
sories. 


Detail Cooling 
Tower Selection 


KEY NO. R-939-————_ 


LOS ANGELES—A new meth- 
od for selecting cooling towers or 
for determining performance under 
varying conditions was recently 
offered in catalog 32C6a on Recold 
“Dri-Fan” cooling towers by Re- 
frigeration Engineering, Inc. 

Charts and tables provide a 
graphical method for quickly se- 
lecting a tower from conditions 
given, or if the tower size is 
known, the final water conditions 
can be determined, the company 
said. Also included is a head loss 
chart and a B.t.u. conversion 
chart. 

In addition, the catalog details 
the new automatic modulating 
dampers for water temperature 
control, it was added. The damp- 
ers provide a means of adjusting 
unit capacity to match compressor 
capacity when the system is oper- 
ating at any condition from full 
to minimum capacity, Recold 
stated. A typical winter installa- 
tion is illustrated. 

Diagrams show 
features. 


construction 


Webber Illustrates 


Rivet Cooler Line 


KEY NO. R-9310———— 


INDIANAPOLIS — Webber En- 
gineering Corp. here recently re- 
leased bulletin 62 on its “Sub- 


Zero” rivet coolers with illustra- 
tions, descriptions, specifications, 
and uses. 


In addition, a four-page colored 
and illustrated brochure explains 
“Hot or/and Cold” temperature 
cabinets for industrial applica- 
tions. Specifications and features 
are detailed in the literature. 


QUICK- CONNECTIVE 


2-WAY 


SHUT-OFF 


COUPLINGS! 


connect, 

Seals Both Ends of Line 
AUTOMATICALLY 

INSTANTANEOUSLY 


Quick Connective 
Fluid Line Couplings for 
AIR Of - GREASE . HYDRAULIC 
FLUIDS - REFRIGERANTS - STEAM 
VACUUM - OXYGEN - ACETYLENE 
GASOLINE « COOLANTS . WATER 


Hansen 


@OSE CLAMPS - HOSE CLAMP 
PLUGS - HOSE CLAMP SOCKETS 
WOSE CLAMP COUPLINGS 


INSTANT | 
[AUTOMATIC FLOW | 
~ OR SHUT-OFF 


To connect a Hansen Two-Way Shut-Off 
Coupling, you just pull back the sleeve 
and push the Plug into the Socket. To dis- 


merely pull back sleeve. No tools 


required. Similar valves in Socket and 
Plug shut off both ends of line when 
Coupling is disconnected—practically 
eliminate spilling of liquid or escape of 
gas at instant of disconnection. 


PIPE THREAD CONNECTIONS 
FROM %" TO 1” 
Series HK Two-Way Shut-Off 


Couplings are available with female pipe 
thread connections from ¥¢” to 1” inclu- 
sive. Available in brass or steel. 


Also Straight-Through and One-Way 
Shut-Off Couplings. Write for Catalog. 


REPRESENTATIVES IN PRINCIPAL CITIES 


SINCE 1915 


THE HANSEN 


403) WEST 150th STREET © CLEVELAND 11, OMIO 


For more information about products advertised on this page use Information Center, page 20. 


QUICK-CONNECTIVE FLUID LINE COUPLINGS 


MANUFACTURING COMPAN 


Sale 
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Air Conditioning & Refrigeration News, September 17, 1956 


‘Modified Atmosphere’ Apple Storage Bldg. 
Controls Temperature, Oxygen, Carbon Dioxide [UME cele 


APPLETON, N. Y.—Another 
western New York “first” has 
been scored by Niagara County 
at the sprawling, 200-acre 
Pomona Fruit Farm near here. 

It comes with the construc- 
tion of an 8,500-bushel-capacity 
apple storage structure using 
the new modified atmosphere 
cold storage principles. It is the 
only single unit of its kind in 
western New York. 

“Apples,” explained Daniel M. 
Dalrymple, manager, “are liv- 
ing organisms and even after 
picking continue breathing 
which uses up fruit sugars and 
deteriorates the fruit. This prin- 
ciple slows down the breathing 
almost to nil and keeps them 
from spoiling.” 


Storage Life Extended 
By About 2 Months 


By the method, he said, the 
storage period of the MacIntosh 
variety, comprising about 60% 
of the state’s total apple pro- 
duction, can be extended some 
two months beyond the normal 
cold storage period. 

The new 51 by 38 by 14-ft., 
air-tight structure was slated 
for completion by Sept. 15 for 
this year’s harvest. 

What’s the advantage of this? 

“It gives us fresh apples to 


tion checks are provided. Cost 
of the structure has been pro- 
rated on a basis of about $2.75 
a bushel capacity or $23,375 for 
the 8,500 bushel. 

John Hall, a partner in the 
Pomona enterprise, has a 
smaller modified air unit con- 
structed inside a conventional 
cold storage plant. 


Principle Developed 
In England 


“But there is no other single 
unit like this in these parts,” 
Dalrymple said. He added that 
the principle is not new, having 
been developed in England. 

“Apples at Ithaca have been 
kept experimentally up to two 


Commercial Refrigeration | 


said. English and Canadian 
growers have been using it for 
some time. 

A number of modified air 
storages are under construction 
in the Champlain Valley, the 
Hudson Valley, New England, 
and Michigan. 

“When these are completed, 
we will have a total capacity of 
about one million bushels,” 
Dalrymple said, explaining that 
this is of nationwide economic 
consequence. 


Penney Store To Be Cooled 
LITTLE ROCK, Ark. — A 
three-story department store 
building to be constructed at 
Sixth and Main Sts. for occu- 
pancy by J. C. Penney Co. will 


SERIES 


LIQUID EYE” 
POSITIVE SEALING INDICATORS 


6 sizes now oavoiloble: %', 2°. nee TE ih 
a) ve and 13%" ODS 

The new “250” has all the proved 

Liquid Eye advantages plus these 

newly engineered features: 


@ A completely, self-contained economy 
unit that's ready for immediate in- 1f you have a special problem, consult 
stallation. with Allin engineers. Custom units con 

@ smaller — more compact, simplified. be mode to your exact specifications. 


Write today for catalog covering the complete Allin line. 


i ALLIN MANUFACTURING CO. 
ae , Alin} 410M. Hermitage Ave. * Chicago 22, Hlinois 


designed to save you 
even more time and money. - 


@ designed to eliminate possible assem- 
bly errors. 

@ preformed copper extension eliminates 
need for separate gaskets — foolproof 
installation. 


Over 1,000,000 Liquid fves Sold te Dote! 


years using the method,” he 


sell in the spring that will keep 
longer than normal on shelves | 
for the consumer and it keeps | 
the MacIntosh in competition 
for longer periods of time with | 
other varieties,” Dalrymple said. | 


Fruit Lasts Longer 
On Retailer's Shelf | 


Retail sellers like the setup | 
better because the fruit lasts | 
longer on the shelves. It has) 
been in “suspended animation” | 
so long, as far as metabolism is 
concerned, he said, that it is 
slow getting started again. 

Also of importance is the fact 
that a grower doesn’t have to 
sell his harvest if the prices 
during the fall “are ridiculously 
low.” Dalrymple estimated it 
will cost the consumer about a) 
dollar more a bushel to buy in| 
the spring. 

What does the process in- 
volve? 

“Modified atmosphere cold 
storage combines three princi- 
ples of fruit storage,” the 
grower explained. 


How Respiration Is 
Slowed Down 


Normally, he said, the rate of | 
respiration is slowed down dur- | 
ing storage by three ways: 

(1) Lowering the tempera- | 
ture as in ordinary cold storage | 
at 32° F.; (2) by lowering the | 
amount of oxygen needed for | 
the respiration; and (3) by in- | 
creasing the amount of carbon | 
dioxide, which is a by-product | 
of respiration. 

The fruit is stored in an air-| 
tight room, the temperature is | 
lowered to about 38°, the oxy- | 
gen is kept at about 3.5% | 
normal volume, and the carbon | 
dioxide not more than 5%. Nor- 
mal air, he said. has about 21% 
oxygen and .025% carbon diox- 
ide. 

Complicated machines for 
washing and moving the air and 
methods of daily gas-composi- 


Selecting circuits and manifolding when connecting 
several air conditioning and refrigeration units to a 
single remote air-cooled condenser can be expensive 
unless the air-cooled condenser is designed for the 
simplicity that means low labor costs. 

That’s why it’s real news that Halstead & Mitchell 
engineers have devised a remote air-cooled condenser 
especially for extra-easy multi-circuiting. As costs 
come down, your sales go up. 

The Halstead & Mitchell Air-Cooled Condenser has 
been designed with several no-cost extras like this 
easier multiple circuiting. Only Halstead & Mitchell 
offers, for instance, “Turbu-Flo’® finned surface 


@l 
Hels Wl tet 


TOMA 


WU 


_ 


be air conditioned. | 


... $0 HALSTEAD & MITCHELL ENGINEERS DESIGNED 


~ AIR-COOLED CONDENSERS FOR 
~ SIMPLER MULTIPLE CIRCUITING 


which provides added heat transfer to give you 
extra-safe capacity ratings. No need to worry when 
you recommend H & M. 

There are extra years of working life, too, for Halstead 
& Mitchell’s superiority in cooling tower steel protec- 
tion has been used to keep air-cooled condensers free 
from rusting. The tubing assembly is self-reinforcing, 
locking out vibration before it starts. 


Lifetime ball bearings and deep-pitch, slow-speed 
fans make for quiet operation. It’s the assured opera- 
tion you look for when you select Halstead & Mitchell, 
manufacturer of the industry’s broadest line of water- 
saving devices for air conditioning and refrigeration. 


Write for Bulletin AC-100 
HALSTEAD & MITCHELL - BESSEMER BLDG. - PITTSBURGH 22, PA. 


—“ 


j 


For more information about products advertised on this page use Information Center, page 20. 
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What’s New 


ACCO Cabinet Offers ‘Picture Window’ Display 


offers maximum protection against 
cold loss, allowing refrigeration 
unit to perform at peak efficiency, 
the company claims. A thick, re- 
movable baffle glass provides a 
cold barrier between the product 
and the Thermopane front. 


The interior of the “Super View” 


~ 


mf or 


‘Rocket 12-X’ Griddle 


Air Conditioning & Refrigeration News, September 17, 1956 


Children’s Drinking Water Unit Introduced 


KEY NO. F-934——— 
GLEN RIDDLE, Pa.—‘Cooler- 
Tot,” a drinking water dispenser 
designed for children, has been 
announced by the 
Sunroc Corp. here. 
It is an accessory 
unit styled like a 


stated. 

The 31-in. high cabinet, furnish- 
ed in grey hammertone enamel, 
is patterned in reduced propor- 
tions to those of standard water 
coolers. 

The 27%-in. high Cooler-Tot 
drain parallels the standard height 


; cabinet is illuminated by fluores- F Hi h miniature cooler drain on any regular sized cooler. 
S cent lighting and has no stationary eatures ig Speed that provides more Cooler-Tot is furnished, standard, 
* dividers which allow displays of KEY NO. F-931 drinking conve- for right-hand hook-up on a 
: . > Bells. nience. water cooler, with left-h rail- 
" all various size packages and car CHICAGO—An all stainless- pieenes «2 ts ae eft-hand avail 
% tons. Adjustable dividers are pro- 4.21 double grease trough com- a eee ee, * oe 
ig vided to separate the various rs id . proximately $50, order. 

F KEY NO. F-930-— panion model to Hotpoint Co.'s Cooler-Tot is de- The cabinet is equipped with 


MANITOWOC, Wis.—A special- 
ly designed lower rail with vertical 
lined end rails around the inset 
“Thermopane” insulating glass for 
“Picture Window” product display 
is featured in the new “ACCO” 
automatic defrost cabinet manu- 
factured by the ACCO Div. of 
Manitowoc Equipment Works. 

Quadruple Thermopane insulat- 
ing giass (four thicknesses of 
giass bonded together to contain 
three separate spaces of dry air) 


OGM LOO! 


Wherever an air conditioner stands out, there is an 
for you to sell a cover. Profit with the FIRST, THE FINEST 

. INTERNATIONAL COVERS . 
Made of long lasting, heavier gouge Firestone Velon. 


Write for the facts today! 


STAND-OUT 


OPPORTUNITY fo profit with 


INTERNATIONAL AIR or 
CONDITIONER COVERS 


made of Firestone Ven) 


products. 

Additional features include an 
automatic electric defrost system 
incorporating wiring harnesses 
which has all serviceable elements 
on a male-female plug arrange- 
ment. 

The entire cabinet is serviceable 
from the front with the evaporator 
coil located above the product 
forming a heat trap to speed de- 
frosting and eliminating heat 
shock to product. 


. ALL AT ONE LOW PRICE. 


“Rocket 12” griddle recently was 
announced by the commercial 
equipment department. 
Designated “Rocket 12-X,” the 
new griddle features high speed 
and almost instant heat recovery, 
according to Hotpoint. With twin 
thermostats—-each controlling half 
the 642-sq. in. grid area—the unit 
operates with full-capacity, refrig- 
erated loads around the clock, it 
was stated. The %-in. thick grid 
retains heat a long time, and helps 


4@ Speed recovery, it was added. 


Rated capacity of the griddle is 
|over 700 %-lb. hamburgers an 
hour, the firm claims. Its grid size 
| # 36 by 18 in. An “Automatic 
| Electricity Saver’ turns off the 
eurrent when dial-set tempera- 
tures are reached, 


‘Tapaline’ Detachable 
Gauge Port Developed 


KEY NO. F-932 
N. HOLLYWOOD, Calif.—A de- 
tachable hermetic gauge port for 
testing, charging, or purging her- 
metic refrigeration 
systems has been 
developed by Me- 
chanical Refriger- 
ation Enterprises 
here. 
Called 


get, two-part unit 
is multi-sized to 
fit tubes of %, 
%e, and % in. di- 
ameters, according 
to the company. 
The master 
valve permanently locks a saddle | 
member to the checking spot, then 


The saddle that remains and 
those later installed along the line 
when trouble diagnosing may be 


fa 
a 


it was noted. 


| 


“Tapa- 
line, Jr.,”" the mid- | 


unscrews for reuse at a later date. | 


signed for connec- 
tion to any stand- 

*‘ ard water cooler 
or ordinary water outlet. It is 
constructed to withstand the hard- 
est use, and contains no motor or 
internal operating mechanism of 
any kind the manufacturer 


white, stainproof, vitreous china 
top and chrome drain plate. It is 
supplied with an angle-stream, 
splashproof bubbler, chromeplated, 
that operates by only slight pres- 
sure. Base is stainless steel that 
serves as a scuffproof kickplate 
for the unit. 


AMERICA’S 
FINEST «© — 


2in1 


REFRIGERATOR 
FREEZER 

COMBINATION 

e Waist High 
Large Size Re- 
frigerator above 
Full 350 Ib. 
Freezer Below 
Separate Tem- 
perature Controls 
Built-in Storage 
Compartments in 
Both Doors 
Refrigerator 
Liner Is Porcelain 
No Defrosting 


DRY BEVERAGE COOLERS MILK DISPENSERS 


DESIGNED, ENG 


Write Today for Complete Information 
and Full-Color Literature 


GINEERED AND MANUFACTURED BY a 


~ $Y9Z7398d LHOdA | 


~SYISNIdSIG Y338 


*y, 


Re 


REFRIGERATOR 
COMPANY 


HUDSON, WISCONSIN. 


WRITE 


WIRE OR PHONE TODAY 


Information Center 


INTERNATIONAL COVERS FOR AIR CONDITIONERS CORP. 


. York 12 York purchased at considerable saving 
532 Broadway, New , New 


in initial unit cost. 
The saddles weigh less than 1 
3 ~ | 0%. apiece. They are claimed to 


leave only a minor protrudance. 
LA CROSSE 


The saddles seal at four points. 
. 


A gasket is provided under the 
ICE MACHINE 7 


For more information on What's New products, current 
literature and catalogs available, equipment advertised in 
AIR CONDITIONING & REFRIGERATION NEWS use Key Num- 
bers where designated or specify products advertised and 
we'll see that you receive this information promptly. 


Products Advertised 


(list name, page, and issue date) 


seal screw head; the needle com- | 
ponent pierces the line to provide | 
a self-sealant on the tube itself; | 
a third gasket fits between tubing | 
and saddle; and a fourth is set 
on the body to seal against cap. | 


Fedders Adds All-Steel | 
| 


SP OP SSPSPe Cease sce ease oeseeaeeweeOeeeeeeeecooeosvsweeeeeeoeeeos 
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Square Boiler 


Kube King, the leader in practical 
design, economical operation pro- 


duces approx. 2,000 kubes every KEY NO. F-933———— PUNE Batsscccéoeeebne EN Ais taind 3.00 eb 00.0 006 
24 hours . . . storage bin holds MASPETH, N. Y.—A new, all- 
about 75 Ibs... . uses only 5 qts. _ | steel square boiler with flush or WWE Sc cd eds cecsccons 8. See eee Sie 
6 extended jacket, has been added S'S oe b6dw ob Aes cade Dh <heeenes ae eeena 
to the heating divi- 
sion of Fedders- | Key SAT ee een Key a eee 
Quigan Corp. 
a. do teeth | SA ere Se EE Bee bb bob redses ee 
steam and _ hot) 
water systems, the | ea ee ee PRE Ra pre 
boiler unit is either (Please Print) 
CRYSTAL oil or gas fired | 
CLEAN | oma camen im hot | i Coie aelce Ga'seSbie dle ss ch Split ds bebo be 
CYLINDRICAL water rating sizes | 
KUBES of 87,000, 108,000, | Ee 
WITHOUT HOLES! gl ag cca woo ESS See Zone..... as ee 


Removable stainless steel 
front panel, condensing unit, 
pulls ovt for quick servicing. 
No gadgets with modern 
Kube King engineering. 


LA CROSSE ; 
Ee ee. set ley ore. to Gene. Me. 


Export Office: 80 Brood St., New York City. Coble: Eximport 


Design features a tankless coil 
completely submerged in hot water 
| in the upper part of the boiler, 
) an 8-in. cleanout port for accessi- 
| ble cleaning, removable burner 
| plates for checking chamber and 
| burner, rear stack outlets, and 


| Sittings located for quick ee | 


‘tion, the firm stated. 


See eeeecoosedceweetaeeseoeoevesceanroee ae ee eee 


MAIL THIS FORM TO 


AIR CONDITIONING & REFRIGERATION NEWS 
Readers Service Dept. 


450 W. FORT ST. DETROIT 26, MICHIGAN 


For more information about products advertised on this page use Information Center, page 20. 
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Ohio Offers ‘Porto-Vend’ 
Beverage Dispenser 


KEY NO. F-935——— 
WOOSTER, Ohio—Ohio Bever- 
age Dispenser, Inc., recently intro- 


duced here a “Porto-Vend’’ bev- 
erage dispenser. 
Termed a “Space Saver,” the 


compact unit is 36 in. high (ad- 
justable to 40 in.) and is 20 in. on 
each side. It has heavy-duty 
stainless steel front and top. 

Available in one or two flavor 
faucets, or one flavor and two 
sodas, or two flavors and one soda, 
the “trouble-free” faucet has only 
one moving part, the firm stated. 
There is a continuous flow at 
36-38° to the faucet. 

The hermetic compressor builds 
and maintains 50 lbs. of ice in the 
cooling compartment of the unit. 
It has a 100 g.p.h. carbonator. 


Diffuser Panels Fit 
Into Special Ceilings 


KEY NO. F-936———— 
NEW YORK CITY—aA diffuser 
extended into a metal panel for 
use with “Acousti Line Pan” ceil- 
ings, “Security Panel” ceilings, or 
similar arrangements has been 


announced by Anemostat Corp. of | 


America here. 

Known as the Anemostat EP 
diffuser, it is designed to facilitate 
changes in air distribution re- 
quirements and allow the distribu- 
tion system to be fully integrated 


with the ceiling design, the firm | 


stated. 

“The diffuser, a standard square 
diffuser extended 
panel of the same dimensions as 
ceiling panels, can be used in an 
octopus distribution system, in 
which supply air is fed to the 
attenuator chamber at high veloci- 
ties, and distributed at low veloci- 
ties through flexible metal tubes to 
as many as four ceiling diffusers,” 
the company said. 

“The panel diffusers may be 
easily shifted without alterations 
of the ductwork when tenant re- 
quirements call for outlets to be 
relocated, added, or removed,” it 
was noted. 

Modular type EP diffusers are 
available in 12 in. by 24 in. or 
12 in. by 48 in. panels. 


screws! 


be blocked in installation. 


SO SIMPLE TO INSTALL AND 
SERVICE TENNEY TW COOLERS 


no permanent lines removed tor servicing 


All parts are at your finger tips when you remove one thumb screw. 
You never need to remove the permanent refrigeration, power or water drain lines. 


Machine bolts with lock nuts are used throughout construction... no sheet metal 


Extra large Facetized* fin coi] assures maximum heat transfer. 
Pre-determined spacing and slotted hangers for easy, exact installations... fans can't 


Tenney’s exclusive easy-to-service design saves time and effort! Modern, semi-circular shape 


insures maximum all-over air distribution 


up to unit because pan can be removed from any direction 
controlled horizontal airflow eliminates uncomfortable 


toward connection and insulated 
direct drafts. 


Twin motors and fans give double protection 
attractive covers have rust proof baked-on finishes 
female pipe thread adapts drain connection to any line 


units skillfully engineered for long, dependable service 


requiring clean air circulation 


There's a Tenney TW unit cooler 

fer every refrigeration job. 

For complete information 

write for Bulletin 103-54 TODAY! 


oe 


Pioneer Monufacturers of Refrigeration and Environmentol 


compact sizes add to usable work area Load right 


double drain trough pitched 


a single motor will maintain safe temperature 
filters are available for applications 


“PATENTED 


- Menneg 


ENGINEERING, INC. 


DEPARTMENT AC-917 
1090 SPRINGFIELD ROAD, UNIG= WJ 
Plants: Union, N. J. and Baltimore, Md 


Equipment 


Aeroquip Develops Self-Sealing ‘Freon’ Coupling 


& 


into a metal ®-— 


JACKSON, Mich.—Development 
of a new self-sealing coupling for 
applications of 
“22” has been announced by Aero- 
quip Corp here. 

The new coupling, series 5400, is 
designed for all types of “Freon” 
applications, 
suited where there is a necessity 
for precharging air conditioning 
units with “Freon” at the factory. 
“By using the Aeroquip 5400 


KEY NO. F-937 


“Freon-12” and 


and is particularly 


coupling, manufacturers may fill 
and charge units with ‘Freon’ for 


shipment to distributors with no 
loss of ‘Freon’ during transit or 
extended periods of storage in 
distributors’ warehouses,"’ the com- 
pany said. “At the time of instal- 
lation, no further bleeding or 
charging of lines is necessary. 

“Because of its low cost and 
space-saving features, the coupling 
is already being used for automo- 
bile air conditioning units. 

“The coupling is designed for 
easy bulkhead installation. A jam 
nut locks one section of the 
coupling to a bulkhead.” 


@ Write for HARRY ALTER’'S Depend- 
abook No. 164. It's FREE! Illustrates, 
prices and describes over 10,000 items. 


The HARRY ALTER CO., INC., 1717 S. Wabash Ave., Dept. A, Chicago 16, lil. 


“134 Lofoyette St. 122 Parkhouse St. Bldg. B. Unit 8, 690 Stewart Ave., S.W. 


New York 13, N.Y. Dallas 7, Texos . 


SHADED POLE 


Atlanta 10, Ga 


+ 2a 


eo. oe 


musk ft nS. 


MOTOR — 


for air conditioning and air moving applications 


Gives Your Product These Sales Advantages 


Long life . . . quiet operation . . . high operating efficiency . . . 
lasting good appearance — these sales-stimulating motor ad- 
vantages are assured your product when it is teamed with a Lamb 
Electric super shaded pole motor. 


Reflecting our 41 years of experience successfully powerin 
many types of household appliances, these advantages result 
from the following features: 


© UNI-SPUN* STATOR FRAME for maximum rigidity 


© HIGH DIELECTRIC slot insulation and extra varnish 
treatments 

© AL-SPUN* 
conductivity 


® DIE-CAST END FRAMES... 
resistant 


© BEARINGS widely spaced, amply dimensioned 

@ AMPLE OIL RESERVOIR .. . positive oil circulation 
© SHAFT precision ground to controlled surface finish 
@ MOUNTING absorbs vibration 


® ADVANCED DESIGN, quality materials, and up-to-date 
manufacturing methods 


@ FINISH ... moisture and abrasion-resistant 


Our district engineers will be glad to demonstrate the advantages 
of Lamb Electric super shaded pole motors for your products. 
"Reg. U. 5. Pot. Of. 


THE LAMB ELECTRIC COMPANY * KENT, OHIO 
In Ceneda: Lomb Electric — Division of Sangamo Company Lid.—Leaside, Ont. 


Electric 


SPECIAL APPLICATION MOTORS 
FRACTIONAL HORSEPOWER 


ALUMINUM ROTOR CAGE for maximum 


sturdy, lightweight, corrosion- 


For more information about products advertised on this page use Information Center, page 20. 
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Residential Air Conditioning — 
Living and Way-of-Life 


Distributor Designs Year-Round System 
in Own Home To Relieve Asthma Attacks 


By George M. Hanning 


ARLINGTON, Va.—-Air con- for complete relief. Because 
ditioning is not only a living for much of his time is spent on the 
Alexander MacLean, vice presi- road calling on dealers, he still 
dent of Wilson Supply Co., Air- finds himself exposed a good 
temp distributor in the Wash- deal to “raw air.” 
ington, D. C. area, it is 4 “When I get home after a 


personal boon. humid day—and there are many FRESH AIR THROUGH DUCT in top center mixes with 
‘ here—I just flop in a chair and ‘ecirculated air returned through closet at top right 
Almost Literally Needs breathe for a while. It doesn’t efore possing through electric air filter at bottom 


Conditioning To Breathe take long in that conditioned at- center and then to heating and cooling unit at left. 


Afflicted with asthma so that mosphere to clear my head up ~~ ee _— a LITTLE EXTRAS ADDED for closer contol 
include sight gloss and drier in center, 


high humidity brings real suf- again,” he said. 50% and daytime temperature of area. The air conditioning ("°° *9 Ra SP roma 
fering, MacLean almost literally 50% Humidity Maintained never goes below 75° F. or above system combines a 3-ton air ape echo Gta psc — 
needs air conditioning to ne OF 8. conditioner with a 100,000 B.t.u. - a. 
breathe. He works in an air con- By Self-Designed System “It makes for wonderful liv- gas furnace, both Airtemp, of Fresh air is brought in by 
ditioned office, drives an air con- Maclean is particularly proud ing,” he commented. course. The cooling coil is duct through a basement win- 
ditioned car, and relaxes in an of his home air conditioning MacLean’s insulated, single Mounted above the furnace with dow. The fresh air duct attaches 
air conditioned home. system. He says he designed it story home contains six rooms the condensing unit set in the to the return air plenum. Return 


back yard just behind the house. air is taken from a centrally 
n located closet, the floor of which 


T has been removed and the door 
slotted. 


F When sales go up The mixed return and fresh 


66 se air then passes through an elec- 
do you “scramble” for deliveries? trie filter and on through the 

furnace and cooling coil. An ex- 
tended plenum runs across the 
width of the house. Short round 
pipe runs take the cenditioned 
air to floor or wall grilles be- 
neath every window in the 
house. 


Bat even that is not enough himself. Humidity stays about in a little more than 1,200 sq. ft. 


| 


No House Temperature 
Differential Anywhere 


This system provides such 
even heat and cooling that there 
is no temperature differential 
anywhere in the house, MacLean 
said. In summer temperatures 
are maintained at 78 to 80° F. 
and in winter at 75° F. during 
the day and 65° F. at night. Op- 
eration is entirely automatic. 
“T installed balancing dampers | 
in the ducts,” MacLean said, 
“but I have never had to touch 
them since they were originally 
set.” 
= For more effective operation, 
SE MacLean had the system 
equipped with a heat exchanger, 
a “Catchall” drier with sight 
glass, and a solenoid valve in the 
liquid line to prevent flash gas. | 
The system works like a | 
charm, MacLean says, but adds 
wistfully— 
“If I could only convince ) 
Mother that she shouldn’t open | 
the windows!” 


Borg-Warner Names 
Hauck Primor Manager 


CHICAGO — Borg - Warner , 


stocks can save the day Gin bal Wieden Rey C. 


Hauck, manager of its Primor 
Products Div., manufacturer of 


Everyone runs into tight scheduling once in a while. The sea- air-cooled and water-cooled air 
: : : Sol amt : conditioning systems. 
sonal quality of the heating and air conditioning industry makes ag Ea , 
an occasional “hurry up” call unavoidable. headquarters in Adrian, Mich., ; 
When this happens to you, Brundage is a good name to keep formerly was assistant manager 
Saeed’ of the Ingersoll Conditioned Air 
: Div. in Kalamazoo, Mich., anoth- ; 
STOCKS INCLUDE New warehouse capacity—coupled with a fast order handling er Borg-Warner unit. . 
UNIVERSAL BLOWERS procedure—can help you avoid unnecessary shut-downs. And it 
DUCT BLOWERS can help you take advantage of an up-swing in business that you 
BOWER PRIER UNETS might otherwise be unable to handle. 
EXHAUSTERS 
MOTORS & BLOWER MANUFACTURERS: Brundage Universal Blowers can often solve your produc- 


ACCESSORIES tion problems because they are a stock item and can meet most applications. 


——— CS a | 


THE COMPANY 


508 NORTH PARK ST. KALAMAZOO, MICHIGAN 
TELEPHONE 2-0251 


AIRO SUPPLY CO. 


2732 N. Ashiond Ave, Chicogo 14, iil! 
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— world-wide service. 
Air Conditioning and 
Blower equipment, supplies. 
Write for Wholesole 
specialists Catalog No. 56 
q j 
: om z § 
; . a 
22 For more information about products advertised on this page use Information Center, page 20. 
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Coleman Names Lowe 
Advertising Chief 


WICHITA, Kans.—Robert H. 
Lowe has been appointed ad- 
vertising and sales promotion 
manager of the Coleman Co., 
Inc., it is announced by Car! L. 
Burrows, sales vice president of 
the firm. 

He succeeds Julian F. War- 
ren who has resigned to estab- 
lish his own wholesale distribut- 
ing company in Houston, Texas. 

Lowe joined Coleman in Janu- 
ary, 1955, as promotion manager 
of the utilities operation depart- 
ment. 

Lowe began his career as 
promotion manager of General 
Electric Supply Corp., Pitts- 
burgh, after graduating from 
Michigan State college in 1941 
with a degree in Business Ad- 
ministration. 


Wrentham Relocates 


Boston Warehouse 


BOSTON — Wrentham Co., 
manufacturers’ representative 
and warehousing agent, will re- 
locate in a 40,000-sq. ft. build- 
ing on Massachusetts Ave. at 
Southampton St. about Sept. 1, 
it was announced here recent- 
ly. 

Serving plumbing, heating, 
hardware, industrial supply, and 
electrical wholesalers, the 
Wrentham Co. handles products 
of Rapidayton Pump Div. of 
Tait Mfg. Co., maker of domestic 
water systems and cellar drain- 
ers; Plastex Co., manufacturer 
of plastic pipe and fittings; and 
Larco, Inc. and Century Brass 
Works, producers of electric 
water coolers, drinking foun- 


tain, and water cooler acces- 
sories. | 


Unarco Appoints Obrig 
Eastern Regional Mgr. 


JOHNSTOWN, Pa.—John T. 
Obrig was recently named east- 
ern regional sales manager for 
Unarco Air Conditioning Prod- 
ucts — National-U.S. Radiator 
Corp., it was announced by F. 8. 
Hudson, Jr., general manager 
of sales, Heating & Air Condi- 
tioning Div. 

Until recently, when Unarco 
was acquired from Union As- 
bestos & Rubber Co., Obrig held 
the same position in the Air 
Conditioning Div. 

He will headquarter in New 
York City. 


Tuttle & Bailey Names 
Tarnoff Chicago Manager 


CHICAGO—S. Charles Tarn- 
off, former sales engineer for 
Sturtevant Div., Westinghouse 
Electric Corp., has been ap- 
pointed manager of the new Chi- 
cago office and warehouse of 
Tuttle & Bailey, division of 
Allied Thermal Corp., New 
Britain. 

The warehouse, located at 61 
W. Kinzie St., will stock a com- 
plete line of Tuttle & Bailey 


grilles, registers, ceiling diffus- 
ers, and related accessory de- 
vices to provide service to cus- 
tomers throughout northern IIli- 
nois and the Gary area of Indi- 
ana. 

The office will offer engineer- 
ing service to help customers 
solve specific air distribution 
problems. 


4 


_ News in the Heating Field © 


mabetnommmmemied §—FURNAS ELECTRIC CONTROLS do the best job for 


AIR CONDITIONING and REFRIGERATION 


CEDAR RAPIDS, Iowa—A 
10-year warm air furnace war- 
ranty has just been announced | 
by Century Engineering Corp. | 
here. 

The 10-year guarantee cuit 
the furnace heat exchanger. 
Components such as controls, 
motors, etc., will continue with | 
the usual warranty as supplied | 
by the individual manufacturers | 
of the components. 

No fee will be charged for the 
10-year warranty. The warranty 
will be included with each and 
every Century warm air fur- 
nace, the manufacturer ex- 


SAVE WITH 
“In-Between” SIZES 


Instead of just 5 Magnetic Starters in the 1 to 100 hp 
range, Furnas Electric offers you 9 sizes—the 5 standard 
sizes plus 4 “in-between” sizes. The many “in-between” 
sizes in the Furnas Electric line allow you to choose the 
control that is best suited for your particular job—at a 
saving to you in cost, space and capacity. 


plained. ee — “a . 
Heating wholesalers and deal- | 
ers may secure a sample copy) |  FURNAS ELECTRIC COMPANY 
of the warranty by writing | . 
Century Engineering Corp.,| BATAVIA, ILLINOIS 
Heating & Air Conditioning SALES REPRESENTATIVES IN ALL PRINCIPAL CITIES 
Div. a 
Funes ta on EEE Se ne cy A TRO aie 
“Renort 43 
46 ve 
THE G-E "VEEP" IN ACTION 
How new G-E "Magic Sales-Maker"--a consumer visual sales 
presentation, popularly called "The Veep"--helps increase sales 
for G-E Home Heating and Cooling Dealers 
How’ VEEP" buttoned up sales of 7 
furnaces in a small Missouri market 
Seven furnaces sold through one approach and is using it. L. C. Bowen, General's whole- 
mailing! That’s the profit-heavy sale salesman, is masterminding similar strokes 
job done by a dealer in Brook- throughout the territory. As a result of Bowen coach- 
field, Missouri. And since there ing, one dealer made a sale the first night he used the 
are only about 2,000 homeowners “Veep.” 
in Brookfield, it took something Watch for more true sales stories like this one — in 
special to build a record like that! future G-E advertisements in this publication. They 
And the Stubblefield Home Im- all teach the same lesson: —the profit-wise home heat- 
a. cana provement Co. used something ing and cooling dealer is the one who has climbed on 
General Heating ond Cooling Special — a two-fold attack (1) the G-E Bandwagon. Want to join up? 
—— —: — They mailed out imprinted copies FREE! Sales Secrets That You Can Use 
ee ee of a G-E mailing piece to prac- _ vidi gitinedlinn . a 
‘ Exciting success stories by G-E sales- 
tically every home owner in town. (2) They followed men tell how they broke sales records 
up inquiries with the “Veep” visual sales presentation. with the aid of the “Veep ” For your 
The results were very impressive in all respects. copy write GENERAL ELECTRIC, HOME 
Stubblefield’s distributor, General Heating and Cool- HEATING AND COOLING DEPT. AC-96, 
ing Co., of St. Joseph, Mo., is sold on this two-prong TYLER, TEXAS. 
Progress /s Our Most Important Product 
96) 
Home Heating and Cooling Dept., Tyler, Texas 
For more information about products advertised on this page use Information Center, page 20. 23 
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Refrigeration Problems 


And Their Solution 
By Paul Reed 
For Service and Installation Engineers 


Service Practices 
Improve Slowly 


The last 50 years has truly 
been the Golden Age of Science, 
and its end is not in sight. Par- 
ticularly in the fields of trans- 
portation, communication, and 
the chemical arts, advances have 
been made that were scarcely 
dreamed of in 1906. 

Today, a man with a good 
technical education knows more 
of nature and its forces, and 
how to apply and control them 
than all the scientists that ever 


lived before this century. 

Too bad we have not made as 
much progress in man’s ability 
to control himself and to live in 
peace and tolerance with his 
fellow men. And yet we have 
known for centuries how to do 
80. We are just too greedy and 
too arrogant to apply that 
knowledge. 


A SERVICE TALK 
20 YEARS AGO 


These reflections were brought 
on by running across a copy of 
a talk made almost 20 years ago 
by a service manager of a large 
manufacturer, before a group of 
their dealers. It struck us that 


‘ 
SS ve8 
"s BOsTON ¢" 


cep oa a ‘gat 
ae 
rah 


except for the date, that talk 
could have been given yesterday. 

He stressed Quality, both in 
material and workmanship, and 
he especially warned against 
moisture in the system and de- 
scribed some of its effects. Just 
as we do today, he called mois- 
ture in the system “Refrigera- 
tion Enemy Number One,” 
which it truly is. 

He called attention to the 
various sources from which 
moisture can get into a system, 
and on a new installation he 
recommended pumping a deep 
vacuum with a good vacuum 
pump, instead of merely purg- 
ing. 

He urged his dealers to use 
only the oil supplied or approved 
by the compressor manufac- 
turer, and to check the oil level 
on a new installation a day or 
so after the equipment was first 
put into operation. 

In those days many expansion 


valves were being unjustly 


their installation and servicemen 
- 5 ita t @ ment 
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blamed and changed unneces- 
sarily. Perhaps we have im- 
proved a little in that respect. 
He spoke of the prevalence of 
evaporators not fully active, be- 
cause the expansion valve was 
not properly adjusted or the 
bulb incorrectly located, or be- 
cause of flash gas in the liquid 
line. 

He referred to the troubles 
due to locating the unit in a 
cold place, and reminded his 
listeners that plenty of air circu- 
lation was necessary for an air- 
cooled unit—and a water-cooled 
unit, too, for that matter. 

He impressed on those dis- 
tributors and dealers the need 
for using good installation mate- 
rials, and that it was folly to 
save one dollar on cheap fittings, 
and spend ten dollars on refrig- 
erant lost when a weak fitting 
let go. 

He told his listeners to pay 
increased attention to training 


(needed now, more than ever); 
to provide them with labor sav- 
ing tools that enabled them to 
do a better job; to maintain an 
ample stock of replacement 
parts; and, last but not least, 
to allow his men time enough to 
do a good job of installing a new 
installation or servicing an old 
one. 


TALK COULD HAVE BEEN 
MADE YESTERDAY 


These, and other things, 
sounded just as if he made the 
talk yesterday; for those same 
things of which he spoke and 
which were important to the 
success of a piece of refrigera- 
tion equipment then, are equally 
important today. 

In fact, many of the points he 
discussed, instead of being less 
important, are even more im- 
portant, for equipment is now 
much more complicated, physi- 
cal sizes have been drastically 
reduced, and if anything, equip- 
is being more heavily 


loaded than 20 years ago. 


QUOTES 20 YEARS OLD 


The following are some direct 
quotations from this Service 
Manager’s talk. He started by 
emphasizing Quality. 

“The dictionary defines quali- 
ty as ‘degree of excellence’ and 
‘suitability for the purpose in- 
tended.’ Thus, high quality for 
one purpose, might be low quali- 
ty for some other purpose, for 
which it is less suitable. 

“The natural tendency, when 
using the word ‘quality’ is to 
think of the material only. When 
we think of quality shoes, tough 
oak-tanned cowhide comes to 
our mind, yet the finest cordo- 
van leather that would be a 
high quality material for men’s 
shoes, might not be suitable, 
hence of poor quality for ladies 
dress shoes for which soft 
suede or even silk might be 
more suitable. 

“Besides, material is only one 
factor of quality. Others, such 
as design, methods of manufac- 
ture, and workmanship, are 
equally important with mate- 
rials in making a quality prod- 
uct, whether that product be 
shoes or refrigerators. 

“The better manufacturers of 
refrigeration equipment have 
constantly improved their prod- 
ucts to the point where any in- 
terruption of service or un- 
satisfactory operation, is less 
likely to be the fault of the prod- 
uct than such causes as mois- 
ture, dirt or air in the system, 
leaks, improper lubrication, un- 
balance between capacities of 
the components of the system, 
bad location, poor installation 
methods, abnormal voltage, or 

(Continued on next page) 


TING AND TESTING . .. 


For the first time...An accurate field method 
for adding critical charges of refrigerants 


“Virginia’s”’ new Can-O-Gas Multi- 
Opener provides, for the first time, 
an accurate method of adding critical 
charges of refrigerants in the field. 
With the Multi-Opener No. 2, by 
means of the proper combination of 
precision filled weightsof‘‘Freon-12,” 
15 different fractional charges— from 
16 oz. to 30 oz. in 4 oz. increments 
—can be delivered with an accuracy 
of plus-or-minus 4 grams. 

By use of the 3-can Multi-Opener 
No. 3, 31 different fractional charges 
are possible, from 24 oz. to 45 oz., 


For more information about products advertised on this page use Information Center, page 20. 


also in '% oz. increments. These 
novel, new Multi-Opener units are 
easy to operate, and are virtually 
indestructible. And the throw-away 
feature of Can-O-Gas containers 
completes the picture of the con- 
venience of Can-O-Gas Multi-Opener 
charging. Can-O-Gas Multi-Openers 
deliver the refrigerant in the gas 
phase or—when inverted—in the 
liquid phase. 

Order a supply of Can-O-Gas 
Multi-Openers No. 2 and No. 3 to- 
day for accurate field charging. 


Refrigeration Division 
VIRGINIA SMELTING COMPANY 


137 Jefferson St. 
West Norfolk, Virginia 


VI 


ESOTOO © KINETIC CHEMICALS “FREON” REFRIGERANTSeV METH-L 
CAN-O-GAS © PERMAGUM © WATER TREATMENT CHEMICALS 
PRESSTITE TAPE © KWIKWRAP © SUNISO REFRIGERATION ONS 


Available in Canada and many other countries 


al BEACH-RUSS 


Pouiab 


VACUUM PUMPS 


Quoc 


COMPACT 


Mode! O Single-Stage Pump—! mm. vacuum, 
blonk flange, | CFM, 4% HP, weight 48 Ibs. 


Model A Two-Stage Pump—!/10 mm. vocuum, 
™ bionk flange, 2.5 CFM, 4 HP, weight 80 Ibs. 


Write for prices and dota. 


BBEACH-RUSS COMPANY 
m 52 CHURCH ST. © NEW YORK 7,N. Y. 
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Air Conditioning & Refrigeration News, September 17, 1956 


Service Practices -- 


(Continued from preceding page) 
improper adjustment of the con- 
trols.” 

That statement is just as true 
today as it was before World 
War II, almost a score of years 
ago. The following statement 
taken from that talk will be 
familiar to present day service 
managers: 

HEARD THIS LATELY? 


“We inspect and test every 
compressor returned to us for 
repair or replacement, particu- 
larly those that have been out 
for a year or less. Our records 
show that over one-half of those 
compressors were not defective, 
but that they gave trouble be- 
cause of insufficient lubrication, 
dirt, or other foreign matter in 
the system (including sand, 
plaster, sawdust, cotton fibers, 
etc.) slugging due to liquid re- 
frigerant return, overheating 


Michigan Contractors 
Name 2 Officials 


LANSING, Mich.—Election of 
Ed McEnaney of Hager & Cove 
Lumber Co. here as treasurer of 
the Refrigeration and Air Con- 
ditioning Contractors Associa- 
tion of Michigan was announced 
here recently. 

Appointment of Bill Hart of 
Lesle, Mich. as temporary execu- 
tive secretary was also an- 
nounced. 

McEnaney, a charter member 
of the association, fills the place 
vacated by Jack Reib, formerly 
with the same company. 


Day & Night Names Distributor 


HOUSTON, Texas—The Wes 
Brown Co. has announced its 
appointment as distributor in 
the Houston trade territory for 
the Day & Night Div. of Carrier 
Corp. 


SLANTS ON SERVICE | 


“Slants on Service” is a “package” devised by the NEWS 
to meet the needs of its busy readers in the service and con- 


tracting business. 


Magnet Saves Time 

Fishing for Line 

A mechanic's cylindrical al- 
nico magnet fastened to a flexi- 
ble handle (obtainable from 
auto equipment suppliers) saves 
time in snagging the fishline 
used for getting thermostat 
wires into the basement, accord- 
ing to William B. Tuhonen. 

First he drills an '‘is-in. hole 
up through the stud space and 
then inserts a folding wood rul- 
er up to a height of about 60 in. 
to make sure of clearances. Then 
insert the magnet. A 6-in. length 
of damper chain attached to the 
fishline is lowered from above. 
The magnet attracts the chain 
and holds it well enough so that 
the magnet, chain, and line can 


due to poor circulation or ex- 
cessive suction superheat, or 
other conditions over which the 
compressors had no control and 
for which they could not be 
blamed. 

“Yet, except in a few cases, 
you dealers were indignant when 
we charged you for the replace- 
ment of the compressors that 
were mistreated.” 

He went on to say: 

“Please do not construe these 
statements as attempts to show 
that the machines are always 
perfect, are never defective, and 
are never themselves the cause 
of trouble. Of coure, this is not 
true, and this is no ‘alibi.’ 

“As you who sell, install, and 
service them well know, our 
products need no alibi. They are 
not perfect; but even if every 
one were 100% perfect, it 
would mean a reduction of no 
more than 10% of your service 
calls. The other 90% would still 
be due to the causes mentioned | 
above.” 

Next week we will quote fur- 
ther from his talk, in which he 
made specific recommendations 
for avoiding or lessening various 
types of trouble. It should be 
interesting to compare those 
methods and the ones we recom- 
mend today, and see how much | 


or how little alike they are. 
(To Be Continued) 


Larger Quarters Set for 
Wolverine’s Dallas Depot 


HOUSTON, Texas— Wolverine | 
Tube’s Dallas mill depot and | 
sales office has been moved to 
newer and more spacious quar- | 
ters, announced C. T. Fuller, | 
southwest district sales manager 
for Wolverine Tube, Div. of 
Calumet & Hecla, Inc. 

The new mill depot will en- 
able Wolverine to better serve 
customers in the Dallas area. It 
stocks copper water tube, re- 


| 


frigeration tube, automotive 
tube, threadless pipe, and S.P.S. 
pipe. | 

John Howland, Wolverine’s 


Dallas sales representative, will | 
coordinate the mill depot activi- 
ties from the Dallas sales office. 
Telephone number is Emerson | 
3781. 


Trane Names Jaeckle 


LA CROSSE, Wis.—Donald E. 
Jaekle, a mechanical engineer- 
ing graduate of Yale university, 
has been assigned to the Phila- 
delphia sales office of The Trane | 
Co. | 


Don't shortchange 


that 


Ask your Lehigh jobber to show you the new Lehigh 
units with this back-saver base. It not only chops 
off many pounds of useless dead weight but has 


Heavy Duty job! 


be readily pulled through the 
hole. 


~ * al 


Make Your Own Cable 


If you find yourself tempor- 
arily out of two or three-con- 
ductor wire for thermostat or 
similar connections, you can 
make your own neatly and 
quickly out of single conductor 
wire by using your hand electric 
drill, suggests M. A. Milton. 

Clamp one end of the strands 
in the drill chuck and grip the 
other end in a vise or tie to a 
pipe. Keeping the wires some- 
what taut, turn on the drill in 
short spurts. 

7 


. . 


Destroy the Evidence 
To prevent leaving finger- 


prints or smears on the wall 
when installing or servicing 
thermostats, Fred Nolting of El- 
gin, Ill., cuts out a 10 in. or so 
square pattern from a clean 
piece of cardboard or stiff paper 
and fits it over the thermostat 
housing. He always uses a fresh, 
clean paper for every job he 
does. 


Hospital Wing Cooled 


BIRMINGHAM, Ala. — East 
“nd Memorial hospital dedicated 
its new 40-bed wing, represent. 
ing an investment of $300,000, 
August 13. 

The entire wing is centrally 
air conditioned, with vents so 
arranged that air is brought 
from the outside into each room, 
rather than circulated from 
room to room, 

This system is designed to 
prevent spread of air-borne in- 
fections from one room to an- 
other, it was explained. 


MET 


many other advantages. It gives complete accessi- 


bility to all compressor and motor parts. It gives 
faster and greater sub-cooling by increasing the 
airflow over the receiver. It makes inspection and 
cleaning easier. It adds rigidity and strength to the 
unit — and it is less costly to ship. Now on all 
heavy-duty models ‘5 H.P. thru 1 H.P., air and 


water cooled. Coming soon 112 thru 3 H.P. 


DIVISION OF LEHIGH, INC. 


eS eee wes eo EXPORT DEP. 
‘ 


foundry. 


pression rings. 


operation. 


straightness. 


IO HEAVY DUTY 
REQUIREMENTS 


FULLY 


aa 


Controlled gasket thickness assures uni- 
form piston valve-plate clearance. 


Choice of connections permits convenient 
installation of control lines. 


All castings of finest close grained elec- 
trie furnace grey iron from Lehigh’s own 


Lehigh heavy duty units from % H.P. thru 
" 5S HP. are equipped with multiple com- 


Removable cylinder block. No need to 
remove compressor body from system to 
service, repair or clean crankcase area. 
A real time and labor saver! 


Larger crank case capacity assures ample 
oil supply for continuous heavy duty 


Heavy duty hardened shaft to controlled 


All oversize bearing areas — an assur- 
ance of longer, trouble-free wear. 


All moving parts controlled to .0005 
tolerance throughout. 


Valve plate precision ground and lapped. 
Reeds are finest Swedish steel. 


plant: LANCASTER, PENNA. — 
1 Maw yori cny = = = i 


For more information about products advertised on this page use Information Center, page 20. 
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AIR CONDITIONING 
& REFRIGERATION 


Le 


air conditioning contractors tomorrow 


Your key contractors today 
may not be the most 
important contractors tomorrow 


Today's residential air conditioning 
market is an ever-changing scene. Indica- 
tions are that next year many new faces 
will be among your most important 
outlets. 


As an example, look at the Wichita 
market. The NEWS conducted a survey 
in 1954 and again in 1955 as part of a 
continuing te in major air condition- 
ing markets across the nation. The change 
in Wichita was startling: Of the five con- 
tractors who made the most installations 
in 1955, three were not among the to 
five of 1954! One contractor—today's 
third ranking—-made no installations in 
1954. Together, these five contractors ac- 
count for 65% of the residential air condi- 


The Newspaper of the Industry 


Mm @ 


tioning systems sold and installed in 
Wichita in 1955. 


Despite this rapidly changing market 
situation—-each one of these top contrac- 


tors reads the NEWS! 


As you plan tomorrow’s sales, it’s hard 
to identify the faces of the most important 
contractors. But, when you advertise in 
the NEWS, you can be sure that top 
dealers and contractors will be familiar 
with your products, your policies, your 
sales and promotion programs. 


For the contractor who is considering 
air conditioning installations for the first 
time, the NEWS is a must. It is the only 
place he can turn for the kind of infor- 
mation—the kind of editorial content that 
can teach him the vital facts that will 
help him make dollars in this fast-growing 


industry. 


The NEWS is vital, too, to the con- 
tractor who has only recently added 
residential air conditioning systems to his 
line. He must know the latest trends, 
the latest products and installation hints 
that can help him become an important 
factor in the sale of residential air condi- 
tioning systems. 


And, for the aggressive leader—the 
contractor who is today No. 1 in his 
marketing area, weekly reference to the 
NEWS is a Monday morning routine. He 
cannot do without it! 


For a solid sales foundation tomor- 
row, advertise now in the NEWS. 
Do the Ist job where the Ist job 
is being done! 


The Newspaper That Car- 
ries More Advertising By 
Far Than Any Other 
Publication In The Field. 


450 West Fort Street, Detroit 26, Michigan 


¥ NEW YORK, 521 Fifth Ave., MUrray Hill 2-1928—9, Robert M. Price. 
° CHICAGO, 134 S. LaSalle St. FRanklin 2.8093, Allen Schildhammer. 
° DETROIT, 450 West Fort St., WOodward 2.0924, J. B. Sullivan. 

LOS ANGELES, 4710 Crenshaw Blvd., AXminster 2-9501, Justin Hannon. 


For more information about products advertised on this page use Information Center, page 20. 
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Air Conditioning ¢ Refrigeration News, September 17, 


1956 


Servicing Weathertron 
Heat Pumps (11) 


Originally just a theory and for many years subject only 
to occasional experimental installations, the heat pump of late 
has developed into a practical and expanding business. 


Design, manufacturing, sale, 


installation, and service of 


the heat pump have already become important factors in the 
air conditioning industry, and are bound to grow. 

In recognition of the present stage of development, and 
the expected future, the News is presenting herewith a series 
of articles on servicing a specific make of heat pump—the 
General Electric air-to-air ““Weathertron.” 


CONDENSATE DRAIN 


Both the indoor and outdoor 
coils have condensate drains. 
The indoor drain leads into the 
outdoor drain pan. Another 
drain line leads from the out- 
door drain pan out of the unit. 
In order to prevent mixing of 
indoor and outdoor air, the in- 
door coil drain is trapped so 
that a water leg is entrained 
between the two compartments. 

On start-up of the unit after 
a long shutdown, it is a good 
practice to add some water to 
the drain trap to insure no by- 
passing of air. 

LUBRICATION 

Oil bearings annually. The 
bearings on the fan shaft and 
fan motor should be checked 
every six months and oiled at 
least annually with top quality 
S.A.E. 20 oil. 

FILTERS 

The Weathertron form C 
filters may be either of the 
throwaway or permanent type. 
The filter should be replaced 
(throwaway type) or cleaned 
(permanent type) a minimum 
of two or three times a year in 
most installations, since a dirty 
filter seriously reduces the car 


PARTS ORDERS for | 
—{UNIVERSAL}— 


© AIR CONDITIONERS 

© REFRIGERATORS © FREEZERS and 

© BEVERAGE COOLERS 

including Alsco; Ambassador; Armaid; 

Artkraft; Cooleraire; Majestic; Philhar- 

monic; Supremacy; U. S. Capitolaire. 

Should now be sent to: 
UNIVERSAL DIVISION 

THE HORTON COMPANY 

915 Liberty Ave., Pittsburgh 22, Pa. 


‘pacity of the Weathertron. 


The filter is located at the 
inlet side of the indoor coil on 
the left side of the Weathertron. 
To remove the filter, first re- 
move the screw at the bottom of 
the filter door, then the door 
may be lifted up and off the 
unit. The throwaway filter 
(having a cardboard frame) or 
the permanent filter (having a 
metal frame) will slide out 
readily. 

The proper cleaning method 
is outlined below: 

1. Wash the filter with a 
garden hose spray from the 
clean side to remove the larg- 
er dust particles. 

2. Then scrub the filter with 
a brush using hot soapy water 
or an oil dissolving detergent 
such as All or Dash. 

3. Rinse off with cold water 
and let dry. 

Recondition for use as fol- 
lows: 

1. Coat the filter until it is 
saturated with a mixture of 
SAE-30 oil diluted to 3-1 with 
carbon tetrachloride or some 
other oil diluting liquid which 
is not explosive. 

2. Allow the filter to stand 
on end until all volatile ma- 
terials are evaporated and ex- 
cess oil is drained off then 
reinstall. 

CAUTION: Do this outside 
of the building or in a well 
ventilated area to eliminate 
injury from the fumes. 
There are no filters in the 

outdoor air circuit so the OD 
coil should be checked periodi- 
cally for dirt. If it becomes 
dirty, it should be thoroughly 
washed down. 

(To Be Continued) 
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CV SERIES 


your application. 


LAWRENCE, 


CALL ON MIDWEST For 
YOUR JOB RATED PUMP 
UP TO 65 GPM AND 45 FOOT HEAD 


In the MIDWEST line you will find a complete line of centrifugal pumps for 
use in refrigeration systems, beverage coolers, ice cube machines, condensate 
disposal tanks and general circulation uses. 
1/2 HP in submerged, side fiange mounted and close coupled design. 
our engineering deportment to recommend the proper MIDWEST pump for 


TECH-TRON CORPORATION 


CH SERIES 


140 models from 1/125 to 
Ask 


KANSAS 


Spencer Thermostat 
Names Haun to New 


Field Sales Post 


ATTLEBORO, Mass.—Burton 
O. Haun, Jr. has been appointed 
to the newly-created post of 
field sales man- 
ager for Spencer 
Thermostat Div., 
according to Je- 
rome Ottmar, vice 


president, Metals 
& Controls Corp. 
Haun gradu- 


ated from Wash- 
ington university 


B. Haun, Jr. 


cal engineering in 1937, accord- 
ing to the announcement. 

Previous to joining Spencer in 
1947, Haun worked for The Em- 
erson Electric Mfg. Co. At Spen- 
cer Thermostat, he has served 
as application engineer, field en- 
gineer in the Dayton territory, 
and assistant product manager, 
motor protectors and starting 
relays. 

Haun is a member of ASRE| 
and AIEE. 


Mueller Announces 
Promotions, Additions 
In Field Sales Staff 


PORT HURON, Mich.—Pro- 
motion of three sales represen- 
tatives to district managers and 
the appointment of two new 
sales representatives were an- 
nounced recently by Robert L. 
Gibbs, general sales manager 
for the Mueller Brass Co. of this 
city. 

George L. Duddy, formerly 
sales representative in the Cin- 
cinnati office has been promoted 
to district manager of the New 
Orleans territory. 

Duddy has had several years’ 
experience as a sales correspond- 
ent at the home office and as a 


sales representative with the) 


Chicago Wholesale Distributing 
Div. 

Vincent A. Bower, previously 
with the Detroit office, has been 
appointed district manager of 
the Dallas, Texas territory. He 


joined the company in 1940 and | 
has worked for a number of | 


years in the sales department at 
the main office. 

E. L. Treppa, for three years 
a sales representative in the 
Chicago office, will manage the 


* With the degree | 
of B.S. in electri- | 


New England territory with 
offices in Cambridge, Mass. He 
joined the company in 1949 and 
was a sales correspondent at the 
home office before his Chicago 
assignment. 

Richard C. Haenke, a sales 
correspondent since 1953, has 
been appointed sales representa- 
tive in the Detroit office, assist- 
ing James Lindsay, district sales 
manager. 

Milton W. Gkekas, also a 
sales correspondent here, has 
been assigned as sales represen- 
tative in the Chicago office. He 
will assist C. W. Schultz, dis- 
trict sales manager. 


“a 


AAF Appoints Munson 
Southern Regional Mgr. 


LOUISVILLE, Ky.—Morris G. 
Munson, St. Petersburg, Fla., 
has been appointed southern 
regional manager, American Air 
Filter Co. 

In announcing the appoint- 
ment, John Hellstrom, vice 
president and director of sales 
for AAF, said Munson will be 
responsible for the field sales 
organization of AAF in Florida, 
Georgia, Alabama, Mississippi, 


Louisiana, Texas, Arkansas, and 
Oklahoma. 


Condenser Cleaner 
Cooling Water Treatment 


Every water-cooled air conditioning and refrigeration system 
accumulates scale. And as the scale builds up, efficiency 


the cooling water. 


Don’t Ask for Trouble 


comes down. Power bills go up! Sooner or later you have an 
equipment failure and major repairs. It can all be 
avoided easily and cheaply. Simply dissolve ANCO 
CONDENSER CLEANER in the sump while the system is in 
operation. In a few hours scale and rust are gone 
and head pressure is back to normal. 


Once the system is clean, keep it that way with 
ANCO COOLING WATER TREATMENT, It comes in convenient 
individual cans which are placed in the condenser pan or 
tower basin where the contents gradually dissolve into 


— Ask for ANCO Products. 
Available at Your Wholesaler. 


FREE 
WATER TREATMENT MANUAL 


A complete booklet on the control of scale, rust and algae 
in refrigeration and air conditioning systems. No service department 


should be without a copy. It’s yours for the asking. 


Box 1424 e¢@ 


SN 


| ‘Anderson Chemical Company, a 


MACON, GEORGIA 


EFFICIENT, 


Send for catalog 
TT-652 
TODAY 
or call 


TERHUNE 5.2808 


A TYPICAL CONFIGURATION— 
COMPACT DESIGN 


—Cdwards 


CO-AXIAL CONDENSERS 


The NEWEST design in water- 
cooled refrigerant condensers. 


Used by major 


For more information about products advertised on this page use Information Center, page 20. 


POMPTON 


equipment manu- 


facturers because of these— 
SELLING ADVANTAGES: 


Use 35% less water 
Cost reduced 36 to 40% 
Stock sizes: 
No internal joints 
Easy installation 
Many compact shapes 


EDWARDS ENGINEERING CORP. 


100 ALEXANDER AVENUE oe 


% to 71% tons 


PLAINS, NEW JERSEY 
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RsEs Regional Forum-- 


(Concluded from Page 1) 


is set for 10 a.m., Friday, Sept. 
21, following registration at 
9 a.m. There will be remarks by 
J. Lawrence Hall, general chair- 
man of the forum, and welcom- 
ing addresses by M. M. Lawler, 
president, Air-Conditioning & 
Refrigeration Institute, and 
Starr Hull, executive secretary 
of the Air-Conditioning & Re- 
frigeration Wholesalers. 


Refrigerant Distributors 
To Be Discussed 


Also on the program for the 
first session is a presentation 
by William H. Krack of Sporlan 
Valve Co. on “Refrigerant Dis- 
tributors for Direct Expansion 
Multi-Circuit Evaporators.” He 
will cover various types of re- 
frigerant distributors, how they 
were developed, and how they 
work, 

__ Opening the Friday afternoon 


If your eye 
is on sales 


daco 


onrowee «=6—ACTIVATIO §«=6—CARBON §=6D0 


i 


an entirely NEW 


idea in filters! 


Out of the magic of activated 
charcoal (the fastest odor remov- 
ing agent known) comes a filter 
so new all others are obsolete! 
DACOR does everything a filter 
should .. . removes all odors, 
smoke and smog, stuffiness, dust 
and pollen. Adds true air purifica- 
tion to air conditioners and forced- 
air furnaces. No other filter offers 
so much in real sales appeal. Write 
for complete DACOR details, to- 
day! 


%* DACOR lowers fuel costs by 
increasing unit efficiency 


* DACOR eliminates odors, to- 
bacco smoke, smell and smog 


%* DACOR traps dust, dirt and 
pollen 


BARNEBEY - CHENEY 


Company, Columbus 19, Ohio 


Barnebey-Cheney Co. 
j Columbus 19, Ohio 
{ Tell me more about Dacor! j 


ry 
é 
; 


~© “Blectric 


MEAT! see gc sn 


session, John F. Landis, super- 
visor of distributor field train- 
ing, York Corp., will discuss 
“Servicing Residential Air Con- 
ditioning.” 

Other speakers at this ses- 
sion will be R. M. Locke, market 
research manager, residential 
air controls, Minneapolis-Honey- 
well Regulator Co.; John Spence, 
service manager, Hussmann Re- 
frigerator Co., and chairman, In- 
ternational Educational and 
Examining Board, RSES; and 
Kenneth W. Proctor, district 
superintendent of distribution, 
Worcester County Electric Co., 
Worcester, Mass. 


To Cover Trends In 
Home Cooling Control 


Locke will discuss “Modern 
Trends In Regidential Air Con- 
ditioning Control” and Spence 
will talk on “Drying Refrigerant 
12 and 22 Systems.” Covering 
Distribution Prob- 
lems,” Proctor will speak on 
electric troubles that show up 
in refrigeration and air condi- 
tioning equipment but originate 
elsewhere. 

A presentation on “Changing 
Sealed Unit Components In the 
Field” is scheduled for Friday 
evening. This will be handled 
by R. 8S. Geran, service man- 
ager, and John MeMillan and 
Frank Bitz, field service engi- 
neers, Kelvinator Div., American 
Motors Corp. 

In this presentation, a motor- 
compressor and an evaporator 
will be replaced on a hermetic 
refrigerator on the platform, 
and the methods used will be 
explained. 

The Saturday morning pro- 
gram will get under way at 9 
o'clock with an “Information 
Please” session. During this 
period, a board of experts will 
answer questions on refrigera- 
tion and air conditioning prob- 
lems. 


Will Talk on Air Troubles 
In Conditioning Systems 


Next, George Hase, sales en- 
gineer, Mueller Climatrol Div., 
Worthington Corp., will speak 
on “Air Troubles In Air Condi- 
tioning Systems.” This will be 
a general discussion of air dis- 
tribution, layout of ducts, loca- 
tion of grilles, regulation of 
dampers and controls, and how 
to correct troubles that the serv- 
ice engineer may encounter. 

W. Scott Haynes, manager of 
engineering services, Owens- 
Corning Fiberglas Corp., will 
then discuss “Design and Appli- 
cation of Insulation to Air 
Ducts.” He will cover how to 
determine the amount of duct 
insulation to use, savings result- 
ing from duct insulation, and 


methods of proper installation 
of duct insulation. 

Speakers for the Saturday 
afternoon session and their 
topics are: 

N. H. Richfield, manager, 
Burners, Controls & Accessories 
Dept., American Radiator & 
Standard Sanitary Mfg. Co.— 
“Oil Burners and Oil Heating’’; 
Donald J. Barday, technical as- 
sistant, Kinetic Chemicals Div., 
E. E. du Pont de Nemours & 
Co.—“Some Unusual Applica- 
tions of Mechanical Cooling’; 
and William J. Donovan, presi- 
dent, William J. Donovan Co.— 
“Condensers—- Pick the Best 
Type for the Job.” 

Richfield’s presentation will 
include a discussion and demon- 
stration with an oil burner on 
the platform, of how a gun-type 
burner works, how it is made, 
adjusted, and repaired, and a 
sound-slide film by the Oil Heat 
Institute. 


Odd Uses of Refrigeration 


Barday will describe some 
off-the-beaten-path uses of re- 
frigeration that Kinetic has en- 
countered. Donovan will discuss 


what kind and size of condenser _ 


to choose and why. 

Final event on the Saturday 
afteernoon program is a busi- 
ness meeting of the New Eng- 
land States Association, RSES. 

A banquet and entertainment 
sponsored by the New England | 
States Association will be held | 
Saturday evening. 


To View ARW Movie 
‘How To Sell Quality’ 


Another “Information Please”’ 


session will be conducted Sun-” 


day morning, starting at 10) 
o'clock. In the afternoon, there 
will be a showing of a movie by 
the Air Conditioning & Refrig- 
eration Wholesalers association. 
Entitled “How To Sell Quality,” 
it shows in a humorous manner 
how to, and how not to, attempt 
selling. 

This will be followed by a con- 
test, sponsored by Mueller Brass 
Co., to select the champion 
solderer of the New England 
states. The winner will receive 
a certificate and prize. 

In another forum contest, four 
cash prizes of $50, $25, $15, and 
$10 will be awarded for the best 
service gadgets displayed. A 
gadget is defined as any special 
tool or device used by a service 
engineer in his daily work which 
enables him to save time or per- 
form a better job. 


Cincinnati Synagogue 
To Be Air Conditioned 


CINCINNATI—Ground-break- 
ing ceremonies are expected to 
be held in the fall for the new | 
$200,000 air conditioned home of | 
the Forest Avenue Synagogue 
which will be erected on Stover 
Ave. in Golf Manor. 


HEATING EQUIPMENT 
AND AIR CONDITIONING 
DEVELOPMENT ENGINEER 


National Manufacturer wants experienced project engineer to 
head up development of domestic heating and air conditioning 
products. Responsibility on national division staff requires good 
management team man. Attractive future, salary and benefits. 


Send resume to BOX A5610, 
Air Conditioning & Refrigeration News 
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ARMY 


Contracting Officer, Fort Detrick, Frederick, Md. 
FURNISH AND INSTALL AIR CONDITIONING SYSTEM at Bidg. 120, Fort 
Detrick. Bid sets, Drawings, and Specs. are available—IFB CM -18-064-57- 


47 B—Bid Opening 25 Sept. 56. 
uartermaster Purchasing Agency, Cc oF a General Depot, Columbus, Ohio. 
EFRIGERATOR, Mechanical ~ wy line items—Quantity various— 
IFB 57-121B—Bid Opening 20 Sept. 56. 
PIPE, AIR CONDITIONING. 2 oy items—Quantity various—IFB 57-125B— 
Bid Opening 1 Oct. 56. 
NAVY 


Rory .t Purchasing Office, 4th & Independence Ave., Washington, D. C. Attn.: 


ICE C U BE MAKING MACHINE, tube, mechanically refrigerated, self-contained. 
automatic, 115 V. a.c. single phase, 60 cycle, per Spec. MIL-I-19012 (Ships) 
dated 22 Aug. 55 as modified in invitation. The material under this spec. is 
of a type on the Qualified Products List.—14 ea.—IFB 600-397-57-S—Bid 
Opening 2 Oct. 56. 

ioctwonice jo Rengty Office, Great Lakes, Il. 

FAN UGAL, Centrifugal Vane Electric Motor operated. non-protabee, 
Bg Motor 115 V. a.c. 1.4 Amps. 15/60 cycles single Phase 120 W. 1/10 hp. 
at 7,300 r.p.m. 8-9/16 in. lg. 3-29/22 in. deep 4-7/32 in. high max. across 
brush holder 145 CRM at 8,000 r.p.m., 107 c.f.m. at 8,950 r.p.m. 1 speed 
direct drive, CW Rotation bottom horizontal discharge molded bakelite 
blower housing, Howard Industries Model No. 715-10 or equal, Navy Stock 
Number N17-B-21188-4040, FSN N 4450-203-3895—1,000 ea.—IFB-126-192-57B— 
Bid Opening 3 Oct. 56. 


AIR FORCE 


Ege Air Force Base, rida. 

STALLATION OF Ain CONDITIONING SYSTEMS in Buildings 365, 377, 
= {3 f 7 Air Force Base, Fla.—Job—IFB 08-603-57-96 B—Bid Open- 
ng IC 


Directorate Procurement and Production, 

Olmsted Air Force Base, Pa. 

SUPPLIES AND SERVICES FOR REPAIR AND OVERHAUL OF CYLINDER 
ry tog hotel ASSEMBLIES—Job—IFB 36-600-57-63B—Bid Opening 
7 SPV, «+ e 

Furnish all supplies and services for REPAIR AND OVERHAUL OF CYLINDER 
— » eg ASSEMBLIES—Job—IFB-36-600-57-62B—Bid Opening 19 
Sept. 56. 

Yn ‘ Soe lit 

“A CASE OF COOL JUDGMENT” 

FLO-COLD 
DRINKMASTER 


STAINLESS STEEL 
CUBER — COOLER. 
SOLD THRU DEALERS ONLY 


WRITE 
United Friguator Engrs. 
MENOMINEE, MICH. 
AVAILABLE IN SIZES 4 to 10 FT. 


Middletown Air Materiel Area, 


QUALITY 
AT LOW 
COST 


pre 


An Exclusive Betz Design 


Installed above the top shelf, Refrigerated air 
is exhausted against the back wall © Prevents 
high velocity air movement over stored prod- 
ucts and maintains uniform temperatures from 
top to bottom of cabinet © Avoids door sweat- 
ing and refrigeration losses when doors are 
opened * Capacities 100 to 300 BTU per 1° TD. 


See Them at Your Wholesalers 
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NARDA on Central Service -- 


(Concluded from Page 1, Col. 4) dise in the same market if one 


industry! To tell it and the ap- 
pliance manufacturer together 
that the service income is 
needed by the _ self-servicing 
dealer to partially supplement 
his declining discounts (which 
don’t begin to get up to where 
they belong until you’re well out 
of the price bracket of your 
most effective competition), and 
by independent service firms 
which provide to the appliance 
and television dealer and the in- 
dustry the same support that in- 
dependent garages provide auto 
dealers and their industry. 


4 Major Mfrs. Said 

To Be Edging Into 

Servicing Field 

“Today, we have four of the 
major appliance manufacturers 
edging into the field, previously 
occupied by the independent 
serving industry. 

“The present trend seems to 
be to subsidize the price of 
service by having the purchaser 
of the new appliance and the 
sales dealer carry the cost of 
subsidization. This places the in- 
dependent servicer in a position 
where his prices are far greater 
than his competitor, the manu- 
facturer. 

“Isn’t it reasonable to believe 
that this would, in a short time, 
force all appliance manufactur- 
ers to follow this trend to re- 
main on a competitive basis? 
Can any of us show a profit 
servicing a portable television 
receiver for $12 per year, in- 
cluding installation of a picture 
tube? 

“For a number of years, RCA 
has hired the Elmo Roper Co. 
to poll segments of the country 
regarding the quality and cost 
of TV service. The following are 
parts taken from the latest re- 
port, which came out last May. 

“*An overwhelming majority 
of the nation’s 36,000,000 TV set 
owners are well satisfied with 
the promptness, quality, prices, 
and courtesy of TV service tech- 
nicians.’ 

“The survey revealed that 
‘91% of the set owners inter- 
viewed were pleased with the 
quality of the serviceman’s 
work.’ ‘83% were satisfied with 
the price, and 89% thought their 
call was answered promptly. 

“*“These findings are a fine 
vote of confidence on the part of 
the public in the skill and in- 
tegrity of the more than 100,000 
highly trained technicians who 
install and maintain receivers.’ 

“From another major manu- 
facturer of appliances, speaking 
to a large group of dealers and 


technicians under the date line, 


offers it at a very low price and 
depends on such devices as cen- 
tral service to keep overhead 
down and the other offers it at 
a price which covers the tradi- 
tional services the dealer has 
performed since the start of the 
industry. 

“The second dealer has made 
an investment in manpower, 
parts inventory, and service fa- 
cilities and space. It was done 
with the factory or distributor's 
full knowledge, or, in most in- 
stances, on their insistence! 

“Manufacturer mangements 
would do the same thing, were 
they to put some real intelligent 
effort behind getting certain 
facts out to the dealers and in- 
dependent service. I mean such 
facts as: 


"Should Get These 4 


Facts Out to Dealers’ 


“1. How factories intend 
to adjust prices to servicing 
and non-servicing dealers so 
that both are treated fairly; 

“2. What standards will be 
required of independent serv- 
ice shops and self-servicing 
dealers to give them approval 
as full, official service agen- 
cies; 

“3. Whether independent 
service agencies will be per- 
mitted to purchase parts and 
components at prices equal to 
those of their competitor, the 
factory - controlled service 
agency (a cause of serious 
factory - dealer -service  ten- 
sions ) ; 


ations will be established and 
how arrangements will be 
made in smaller communities 


to equalize their deal with 
with those of big cities, whose | 
carrying low) 


newspapers 
price ads, are read by small- 
town customers. 


‘Must Provide 
Answers Quickly’ 


“The answers to these ques- 
tions must be provided to the 
independent service firm and the 
retailers doing their own serv- 
ice very quickly, if serious con- 
flict between supplier and sup- 
plied is not to be created. 

“Until then, dealers and serv- 


ice firms can only look upon the | 


central service advance as a 


serious menace to their futures 


and must begin seeking or 


creating the necessary weapons 


with which to fight back. 
“Let’s hope we've received 
only part of the story so far and 
that we can continue to work 
with, not against, our suppliers.” 


30-Floor Nashville Bldg. 
To Be Fully Conditioned 
By Chilled Water System 


NASHVILLE, Tenn. — Rising 
409 ft. into the sky, the new 
Life & Casualty building here 
will be the tallest completely air 
conditioned commercial struc- 
ture in the Southeast. 

The entire building will be 
conditioned by air conditioning 
and refrigeration equipment 
supplied by Worthington, con- 
sisting of both refrigerating 
and air conditioning systems 
capable of supplying 600 tons of | 
refrigeration which will provide 
all of the chilled water. 

The equipment comprising the 
systems include 434 Worthing- | 
ton induction circulators and 40 
fan-and-coil units. 

Worthington is also supplying 
a “Freon” condensing unit, high 
pressure primary air fans, 
sprayed coil dehumidifiers with 
reheat and preheat coils, 35 cen- 
tral station air conditioning 
units, Multi-Zone units, heating 
and ventilating units, exhaust 
fans, and blast coils. 


Gerald Hulett. Sales 
Executive. Dies at 66 


DETROIT — Gerald “Gerry” 
Hulett, well-known appliance in- 
dustry sales executive, died here 
recently. He was 66 years old. 

He worked with some of the 
pioneer appliance firms, and was | 
sales manager of Electromaster, 
Inc. for 20 years. Later he was 
with Bendix Home Appliances, 
Inc. He gained national recogni- 


of Aug. 26, 1956, we read the, | 


following: ‘If the company or | 
the local distributor feels that | 
local factory service is necessary | 
to enhance or protect our repu- | 
tation and thus help sell appli- 
ances and television, such serv- 
ice will be provided.’ 

“Right now some member 
dealers are losing business. 

“The jolting shift from self- | 
servicing dealers and independ- | 
ent service to factory service 
has, I am _ convinced, been 
handled as fumblingly as was | 
possible by the factories. It is a) 
classic example of poor dealer- | 
industry relations. 

“Economics decree that two 
outlets of comparable strength | 
cannot sell identical merchan- | 


| 
| 
| 


gd KRACK LOW TEMPERATURE f 


Electric 


Unit Kooler 27"'2" 


. Internally wired for easy installation. 


GET NEW BULLETIN ED-1055 for 
details and specifications! 


25th Anniversary in Refrigeration and Air Conditioning 


Defrost 


CHICAGO 7, Wt. 


tion as a speaker on selling. 
“4. In what size communi- 4 — = li 
ties the factory-service oper- | 


Service 


OUTSTANDING 
OPPORTUNITY 


For Air Conditioning 
Sales Executives 


The continuing expansion of Amana’s Air Condi- 
tioning Division creates the need for several key 
sales executives. 


These men will probably be in their middie 30’s to 
early 40’s. They are to have recent and extensive 
experience in selling to distributors; and a sound 
background in dealer sales. Specific air condition- 
ing experience, while valuable, is not vitally neces- 
sary. Applicants should, however, be thoroughly 
familiar with the merchandising, promotion, train- 
ing and sales problems of retail appliance work. 


These are challenging opportunities for outstanding 
men with proven performance records and healthy 
business pasts. You will function at the top level, as 
part of a harmonious management team. Salary will 
be fully commensurate with experience, ability, and 
background. Replies will be kept in complete con- 
fidence; all correspondence will be acknowledged. 
Send complete resume and a small snapshot to: 


J. A. RISHEL, JR., 


AMANA REFRIGERATION, INC. 
AMANA, IOWA. 


GLOEKLER REFRIGERATOR CO. 


ERIE, PENNSYLVANIA 


WHOLESALER: United Refrigeration Supply. 
USER: Liberty Cosh Grocery Worehouse, Memphis, Tenn. 


BIG REASONS WHY... 


Glockler MEANS BUSINESS 


maximum performance ore vied in our products 


—oller every important advantage to users 


highest quality stondords at competitive prices 


WALK-IN & REACH-IN REFRIGERATORS 
STANDARD AND CUSTOM DESIGNS 


CONTRACTOR: Poletti Refrigeration 


For more information about products advertised on this page use Information Center, page 20. 


Pe ee Se ete 


a EXPERIENCE; Gloekler hos been designing ond monutactur- 
Mou commercial retrigerators for more than 50 yeors 


34 quaury, Only moterials ond workmanship thet assure 

DESIGN: Both standord ond custom designs are evoiloble 
a PERFORMANCE: We provide written assurance of foithtul 

performance and economical mointenance of each unit 


PRICING: Experience and modern production methods allow 


PROFIT: Dealers are assured of full markups ond additional 
potential profit from customers through sole of odd-on 


FOR EVERY COMMERCIAL and INSTITUTIONAL USE 
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AIR CONDITIONING & REFRIGERATION NEWS 


REPRINTS 


PATENTS 


Week of May 1 
(Continued) 


Air Conditioning & Refrigeration News, September 17, 1956 


top plate, said frame having opposed 
open sides and ends and being disposed 
in said partition wall with said ends 
thereof and said end walis positioned 
in said partition wall adjacent a pair 
of wall studs with the sides of said 
frame opening in opposite sides of said 
partition wall, a cover plate for each 
of said open sides of said frame, 
means fixedly securing the upper end 
of each of said cover plates to opposite 
sides of said partition wall, each of 
said cover plates having a pair of ver- 
tically spaced openings formed there- 


side walls, and a bottom, said bottom 
having an opening therein defined by 
edges spaced from the said front and 
side walls and extending to said back 
wall, a housing covering said opening 
and providing space for a freezer ma- 
chinery unit, said housing having 
front and side vertical walls, said back 
wall having an opening therein ad- 
jacent to and affording access to said 
housing, and means securing the verti- 
cal walls of said housing to said edges 
and said back wall exclusively where- 
by the sole support for said housing 


The following articles have appeared recently in Air Condi- 


tioning & Refrigeration News, and are now available in re- is derived from said bottom and back 


| poration of Delaware. "Ap 


7 4, 
print form. Supply of some reprints is limited. The order 11 a. cabinet walls. 
coupon below can also be used to obtain “selected’’ reprints ee 
not listed by giving title, page, and issue date. ies = Week of May 8 
KLET F on . wd 2,744,289. DEFROSTER CONTROL 
A) “AIR CONDITIONING THE HOME” - +", POR REFRIGERATING oxeramn. 
A comprehensive study on year ‘round residential air conditioning— ‘BPs Estel C. Raney, Delaware, Oo, as- 
+ t signor to Ranco Inc., Columbus, Ohio, 
seven sections including, why people buy it, market conditions, how s py eR wep Bo shy Oct. 
to sell it, estimating costs for various types of installation. FHA : a s Tpo Serial Be 2 i". an 6 
requirements, plus much more valuable information. 9% x 12” in size, * \ ' (CL. 1952, ) . 4,807. Claims. 
a finely printed and profusely illustrated. af 62—4. 
pate) Only $1.00 each. _ 
“i ~ ” 
a B) “COMMERCIAL PACKAGED AIR CONDITIONERS te 
Ds ” 
j 70 iat agen the first comprehensive book covering this important se -_ ae ee of a. meme 
. ’ oe ein th the i 
segment of the air conditioning industry. Includes market, survey i » doy poe "al ae. oldie. ao ae 
information, commercial, institutional and industrial applications, and o cooling unit mounted on said bottom 
a complete explanation of the fast growing segment of the commercial a plate and having its evaporating coil 
market—packaged heat pumps. e projecting upwardly therefrom in 
" Only $1.00 each. register with the lowermost aligned 
: j there- 
C) “‘SHORT, SHORT’ COURSE IN AIR CONDITIONING 1. An ice mold having an ice forming pean hg oikuikaet soleimne 4. The combination of a refrigerating 
FUNDAMENTALS” compartment therein, means for sup- partition wall secured to said angle mechanism having a cabinet and a cool- 
plying @ measured quantity of water to ing unit in said cabinet, means form- 


s 


basic, 
D) 


Motors’ Delco Products Div., 
conditioning motors. 


E) 


1) Hemidity Control 
Cooling 


6) News Surve 


oe 


10) 


11) 


12) 


~ 


15) 


understandable 


A brand new booklet just off the press dealing with air conditioning in 
terms. Five sections, 
How t» distribute air; Trouble-shooting air; Ventilation, Filtration; 
Sound, Comfort. 


including Air, Moisture; 


Only 25¢ each. 


“PRODUCT KNOWLEDGE, 


PROTECTIVE MAINTE- 


NANCE, TROUBLE-SHOOTING, ADJUSTMENT, RE- 
PAIR OF ELECTRIC MOTORS” 


A discussion by T. N. Schierloh, service technical manager of General 
on servicing refrigeration and air 


Only 40¢ each. 


“COMPARISON OF REFRIGERANTS 12-22” 

Paul Reed presents a complete digest and factual comparison of the 
two refrigerants 12 and 22. Twelve fact-filled pages to help prevent 
troubles that have been and are now being experienced in the field. 


Only 75¢ each; 50 or more copies, 50¢ each. 


Everyone concerned with air conditioning should read the 
above books and keep them handy for reference purposes. 
Order your coples now. 


PAMPHLET FORM 


In Home 


) Distributer Tells How He Got 


Dealers to Sell Heat Pumps— 
Right Now 

8) Experte Eye Home Air Condi- 
tioning 

) Packaged Unite <Recen for Con- 
verting Warehouse Office 
Building 

5) Proper Hefrigeration Zone Use 
Adds to ¥F Life 


Shows Trends In 
Residential Air Conditioning 


Psychological Onty Shows Hid- 
den Benefits of Home Condi- 
tioning 


8) How Celling Diffusers Can Be 


Used In evidential Systems 


9) "66 Home Unit Sales Up U% In 
. Area 


N.Y 

Chilled Water Central Air Con- 

eieeoine Installed for $1,000- 
1,400; Utilizes Wet Hea 
yetem, Needs Neo Duct 


Detroit Air Conditioning Sales 
at New High 
Survey Shows Equipment in 
Food Stores 

) Survey Pointe Up lacement 
Market for Refrig - 


eration Equipment 
mow ome tnotallate Server Shewe Hiaber 


te Convince Home Buyer 
Adds More 
of Equipment 


na 
Air Conditionts 
Value Than Cos 


16) 
17) 


33) 
mM) 


Minneapolis esidential Aljr 
Conditioning In 1964 

Memphis Residential Air Condi- 
tioning, 1064 

Residential Air Conditioning In 
Wichita 

Residential Air Conditioning In 
Wilmington, 1 

Bestéentias Air Conditioning In 
Atlanta, | 

Residential Air Conditioning In 
‘HM In Ft. Worth 

Residential Air Conditioning In 
Cincinnati, 

Detroit Commercial Refrigera- 
tion Sales 

New Wichita Survey Shows 
Residential Air Conditioning 
Soars 

Fort Worth Survey Reveals New 
High In Home Air Conditioning 
Installations 

Memphis Residential Air Condi- 
tiening In 1955 

What's the ray for Systems 
100 Tons and U 

Detroit Air | — TR Sales 
Atlanta Residential Air Condi- 
tioning In 1955 

Balancing Air Distribution for 
Vear-Reund Conditioning 
Heat Pump Prospects 

Air Gondipentins Conference 
Spotlights the Air-Cooled Con- 
denser 


Trends in Home Air Condition- 
ing 1956-1966 
Tips on Blower Installations 


(Quantity rates—100 or more copies—available upon request.) 
Single copies, 20¢ each. 


Air Conditioning & Refrigeration News 


450 W. Fort St., Detroit, Mich. 


Please send me the following reprints (circle corresponding 
letter or number which precedes listing above): 


Quantity 

” Fee ee Kee, ae 13.. ea Saeerr ae 
a ee 6 ee Set ea Se See oe 
Tar rae eS Se fe ee Aer Sree 
Se cben Sete aes ew eshs) Mew sct. Me hetes Biv nces Bbivcece 
eédave Rees Ges bb's es 6 aNd Os awewe Eco vece BBeecse 
TT eee BSS BeOS, Saree oe > es ae 
C) Bill me () Bill my company “oO Payment enclosed 
Nome 

Company 

Address 

City Zone State 


Reprints sent post-paid if 
(In Continental U. 8. an 
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For more information about products advertised on this page use Information Center, page 20. 


pogment enclosed. 


Canada only) 9-17-56 


the interior of said compartment to be 
frozen therein, means for supplying 
cooling medium to the exterior of said 
compartment to freeze said water, and 
means for supplying a measured quan- 
tity of heating medium to the exterior 
of said compartment to free the ice 
from the interior thereof, said water 
supply means, said cooling medium 
supply means and said heating medi- 
um supply means being interconnected 
in a manner that the freezing of water 
in the compartment energizes the 
heating medium supply means and de- 
energizes the cooling medium supply 
means, and the supplying of a mea- 
sured quantity of water to the interior 
of the compartment causes withdrawal 
of a measured quantity of heating 
medium from the exterior of the com- 
partmeut. 


2,743,610. HYGROMETER. Ernest H. 
Seibert, Chicago, Ul, assignor, by 
mesne assignments, to Cory Corp., a 
corporation of Delaware. Application 
Sept. 1, 1950, Serial No. 182,677. 3 
Claims. (Cl. 73—337.) 


1. In a humidity indicator, a hygro- 
scopic element consisting of two thin, 
rectilinear strips one of which is a 
thin flat strip of moisture absorbent 
material and the other a thin flat co- 
extensive strip of metal adhesively 
united into an integral unit disposed 
in a straight line position when the 
humidity is normal, a scale for desig- 
nating the humidity in the surround- 
ing atmosphere of a room or other 
enclosure, an indicating pointer as- 
sociated with the scale for visually in- 
dicating on the scale the humidity 
present, a lever arm extending longi- 
tudinally of said element and pivo- 
tally mounted for horizontal move- 
ment and provided adjacent one end 
with an elongated slot, a rotatably 
mounted slotted post attached to the 
indicating pointer, one end of said 
element being secured to the slotted 
post and indicating pointer and the 
other end having a projecting part 
freely supported and longitudinally 
movable in the elongated slot whereby 
said element is free to curve convexly 
or concavely from its normal straight 
line position upon the absorption of 
a greater or lesser quantity of moisture 
than normal, with such curvature being 
transmitted to the post and by it to 
the indicating pointer, said arm being 
adjusted to set said element to a de- 
sired initial position. 


2,743,008. HIDE AWAY AIR CONDI. 
TIONER. Talman Horace Tanner, San 
Antonio, Tex. Application Aug. 10, 
1963, Serial No. 373,280. 1 Claim. (Cl 
257—9.) 

A heat transfer system comprising a 
unit for installation between a pair of 
studs in a partition wall, said unit 
comprising a frame having an elon- 
gated substantially rectangular bottom 
plate to the corners of each of which 
is secured, respectively, a vertically ex- 
tending angle member, an elongated 
substantially rectangular top plate hav- 
ing an opening formed therein, said 
top plate being secured to said angle 
members adjacent the upper ends 
thereof, a substantially vertical end 
wall fixedly secured to each end of 
said top plate and the top portions of 
said angle members, an elongated sub- 
stantially retangular baffle wall ex- 
tending between and supported on said 
end walls adjacent the top edge there- 
of, said baffle wall being concave- 
convex about its longitudinal axis with 
the concave side thereof facing said 


members between said unit and coil 
and positioned below said lowermost 
openings, a fan, a housing for said 
fan, means fixedly securing said hous- 
ing to said frame with the discharge 
end of said housing projecting through 
said opening formed in said top plate 
whereby ai: cooled by said unit and 
coil is digvharged upwardly for im- 
pingement against said baffle which 
deflects said air toward and for passage 
through said uppermost openings 
formed in said cover plates, air heating 
means, and means supporting said air 
heating means on said frame interme- 
diate said top plate and said lower- 
most openings, said air heating means 
heating air drawn through said lower- 
most openings, said air heating means 
comprising a sinusoidal element hav- 
ing the convolutions thereof extending 
at an obtuse angle with respect to ad- 
jacent portions of said top wall and 
being positioned adjacent the intake 
side of said fan, said fan discharging 
said heated air against said baffle and 
through said uppermost openings 
formed in said cover plates. 


2,743,953. LATCH KEEPER FOR RE- 
FPRIGERATOR DOORS. Maria iv. 
Marra, Brooklyn, NWN. Y., and Lucian 
John De Bonis, Milwaukee, Wis. Appli- 
cation Jan. 7, 1953, Serial No. 330,133. 
1 Claim. (Cl. 292—340.) 


A keeper for a refrigerator latch 
comprising a body portion having a 
flange adapted to seat against the outer 
surface of a refrigerator wall, a keeper 


element in said body portion for en- 
gagement with the outer end of a 
latch bolt, means for adjusting and 


securing said keeper element in said 
body portion, a plurality of pins se- 
cured to said flange and adapted to 
extend into holes in a refrigerator wall, 
said body portion having a threaded 
aperture therein, a threaded bolt se- 
cured in said aperture in said body 
portion independently of said keeper 
element and adapted to extend through 
an opening in a refrigerator wall and 
freely pass therethrough when released, 
a removable pin securing said threaded 
bolt against rotation and axial dis- 
placement in said aperture, a reduced 
end portion extending beyond the 
threaded portion of said bolt, a releas- 
able nut adapted for threaded engage- 
ment with said bolt, and straight 
handle means rigidly secured to said 
nut and laterally extending from one 
side of the nut in a common plane 
therewith to provide with the nut 
means, when released from the bolt, 
by which hammer blows can be made 
upon the reduced end portion of the 
bolt to dislodge the bolt from the open- 
ing in the refrigerator wall, whereby 
the keeper element and the body por- 
tion can be readily displaced from the 
outer surface of the refrigerator wall. 


2,743,981. FREEZER CABINET WITH 
EXTERNALLY ACCESSIBLE MA- 
CHINERY COMPARTMENT. Robert E. 
Moore, Amana, Iowa, assignor to 
Amana HEefrigeration, Inc., Amana, 
Iowa, a corporation of Iowa. Applica- 
tion Nov. 5, 1952, Serial No. 318,809. 5 
Claims. (Cl. 312—214.) 


1. In a top-opening, chest-type freezer 
cabinet, an outer casing and an inner 
liner therefor providing interior space 
within said cabinet, said outer casing 
comprising a front wall, a back wall, 


ing a conduit for directing air from 
the exterior of said cabinet into heat 
exchange relation with said cooling 
unit, said conduit arranged to be sub- 
stantially blocked by the condensation 
and freezing of moisture from air 
passed therethrough and affected by 
subfreezing temperatures of said cool- 
ing unit, and means responsive to the 
presence of said frozen moisture to 
initiate a defrosting cycle in said cool- 
ing unit. 


2,744,390. ICE MAKER. Earnest W. 
Partsch, Galesburg, ITll., assignor to 
Servel, Inc., New York, NW. Y., a cor- 
poration of Delaware. Application Oct. 
26, 1954, Serial No. 464,830. 13 Claims. 
(Cl. 62—7.) 


1. In an automatic ice maker, a sta- 
tionary freezing mold including ex- 
terior side and end walls and a plu- 
rality of interior partition walls divid- 
ing the mold into a plurality of aligned 
open-topped ice-forming compartments, 
means for filling with water a first set 
of said ice-forming compartments to 
the exclusion of a second set of said 
ice-forming compartments, means for 
filling with water the second set of 
compartments to the exclusion of the 
first set, means for alternately freezing 
water first in one and then in the other 
set of ice-forming compartments, and 
said plurality of ice-forming com- 
partments being arranged in _ said 
freezing mold in a manner that ice- 
forming compartments of each set are 
sandwiched with ice-forming compart- 
ments of another set, whereby the fill- 
ing with water of one set of compart- 
ments thaws ice free of another set 
of compartments. 

2,744,391. APPARATUS FOR FPREEZ- 
ING, COOLING BEVERAGES OR 
COMESTIBLES. Gerald Newenham 
Deane, Buenos Aires, Argentina. Ap- 
Serial No. 240,- 


for use in the 
in freezing or 
com- 


1. A cooling unit, 


production of ice or 
cooling beverages or comestibles 
prising, in combination, a vessel re- 
ceiving the medium to be cooled, said 
vessel having inner and outer walls 
spaced apart with the space between 
such walls evacuated, an evaporating 
coil formed of glass tubing surround- 
ing and fused to the inner wall of 
said vessel with its end portions ex- 
tending through and fused to the outer 
wall of the vessel, said coil being 
spaced apart from the inner surface of 
said outer wall and having its outer 
surface at its side remote from the 
medium in the vessel mirrored to mini- 
and for 


mize radiation losses means 
connecting the ends of said coil to 
pipes included in a refrigerant cir- 


(Continued on next page) 
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PATENTS 


(Continued from preceding page) 
cuit, the evacuated space between the 
walls of the vessel insulating the inner 
wall of said vessel and said coil against 
the transmission of heat thereto from 
outside the outer wall of the vessel. 


2,744,392. JET OPERATED RE- 
PRIGERATOR. Raymond  Ridgley, 
Marysville, Wash. Application Dec. 3, 
1954, Serial No. 472,919. 5 Claims. (Cl. 
62—117.65.) 


Peerettral 


4. A refrigeration system compris- 
ing an enlarged tank, a quantity of 
circulating liquid in said enlarged 
tank, a condenser communicating with 
the upper portion of said enlarged 


a? 


CHIEF 
REFRIGERATION 
ENGINEER 


Unusual opportunity for a well grounded 
man who wants and can take respon- 
sibilities. 


SALARY OPEN 


Location New York City—Our organiza- 
tion knows of this ad. Write In con- 
fidence to Box 1000, Realservice Advtg. 
Agency, 110 West 34 &t., N.Y.C. 


tank, a liquid refrigerant receiver tank 
communicating with said condenser, 
an evaporator, a supply conduit inter- 
connecting said receiver tank and 
evaporator, a pump mounted in the 
lower portion of said enlarged tank 
and immersed in said_ circulating 
liquid, means for driving said pump, 
a jet nozzle, a pressure conduit con- 
nected between said pump and nozzle, 
a housing enclosing said nozzle, a suc- 
tion conduit interconnecting said 
nozzle housing and the discharge end 
of the evaporator for exhausting refrig- 
erant gas from the evaporator, a dis- 
charge conduit extending from said 
housing for discharging the mixed re- 
frigerant gas and circulating liquid 
into the lower portion of said en- 
larged tank below the surface of the 
liquid, said refrigerant gases separat- 
ing from the upper surface of the cir- 
culating liquid and passing into the 
condenser, and a discharge pump posi- 
tioned in said discharge conduit, 
means for driving said discharge pump 
there discharging the mixture from 
the nozzle housing. 


2,744,393. HEAT EXCHANGE COIL 
ASSEMBLY. Richard L. Brugler, Trot- 
wood, and De Witt Davis, Sr., Dayton, 
Ohio, assignors to Chrysler Corp., 
Highland Park, Mich., a corporation of 
Delaware. Application July 23, 1953, 
Serial No. 369,817. 2 Claims. (Cl. 62— 
140.) 


1. A device for cooling air including 
a duct providing an air passage and 
having an outer wall provided with an 
opening and a heat exchange assembly 
mounted on said duct; said heat ex- 
change assembly comprising a con- 
densate collecting pan secured to said 
duct around the periphery of said 
opening and extending outwardly from 
said outer wall, said pan serving as a 
closure for said opening, a pipe ex- 
tending transversely of said pan out- 
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CLASSIFIED ADVERTISING 


RATES for “Positions Wanted” $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

RATES for all other classifications 
$10.00 per insertion. Limit 50 words. 
20¢ per word over 50. 


ADVERTISEMENTS set in usual 
classified style. Box addresses count 
as five words, other address by actual 
word count. Please send payment with 
order. 


POSITIONS WANTED 


SALES POSITION with distributor or 
manufacturer in the Southwest or West 
Coast. Extensive national experience 
in refrigeration and air conditioning 
as sales executive. Will consider re- 
gional opportunity. Write BOX A5621, 
Air Conditioning & Refrigeration News. 


POSITIONS AVAILABLE 


LARGE REFRIGERATION wholesaler 
has openings for outside salesmen and 
counter-men at several branches. Espe- 
cially good opportunity for man with 
selling ability who desires change 
from contracting to wholesale. Write, 
giving complete information and salary 
desired. W. A. CASE & SON MFG. CO., 
attention: Mr. E. H. Brown, 33 Main 
Street, Buffalo, New York. 


MANUFACTURER'S REPRESENTA- 
TIVE to sell special items of commer- 
cial refrigeration, which will be fill in 
items for established dealers. Territory, 
New York, Pennsylvania, Midwest- 
ern or Southwestern states. THE C. 
SCHMIDT COMPANY, 1712 John 
Street, Cincinnati 14, Ohio. 

JUNIOR ENGINEER-—Air conditioning 
design and layout prominent Los An- 
geles contractor. Good salary plus 
heavy overtime. Free sickness, hospital 
and accident benefits. Profit-sharing 
plan. Give coniplete resume, experience, 
salary, etc. first letter. Interview ar- 
ranged. Reply to BOX A561, Air 
Conditioning & Refrigeration News. 


WANTED: EXPERIENCED, commer- 
cial refrigeration servicemen in Detroit 
area. Only experienced need apply. Top 
scale. Replies held in confidence. State 
age and experience. BOX A56H, Air 
Conditioning & Refrigeration News. 


REFRIGERATION WHOLESALE parts 
salesman wishing to relocate. Position 
now open in Southwest. Knowledge of 
heating and air conditioning controls 
an asset. Minimum of three years ex- 
perience. Give all particulars in first 
letter. BOX AS56356, Air Conditioning & 
Refrigeration News. 


EQUIPMENT FOR SALE 


25¢ COINMETERS—MADE by G.E.— 
Precision built—Prepayment feature up 
to 11 quarters with indicator—Also 
counter which shows total number of 
quarters taken in. Timing available 24, 
30, 40, or 6 hours. Specify timing 
when ordering. 4% h.p. 115V. 60 cycle 
A real one time buy—$4.00 ea., $3.50 
ea. in lots of 10 — AUTOMATIC 
WASHER PARTS DISTRIBUTOR, 
1040 North Western Avenue, Los An- 
geles 29, Calif. 

SERVICEMEN'S THERMOMETERS: 
Mercury filled with pocket cases, range 
-60° to plus 160° F. Mfg. by Taylor and 
G. M. Price $10.80 per dozen postpaid. 
H. L. BOGGESS & SONS, Liberty, 
Missouri, P. O. Box 137. 


THOUSANDS OF air conditioners are 
now equipped with Kesco automatic 
condensate water disposal pumps avail- 
able at your local wholesalers in 10 
and 20 foot heads 110 or 220 volts only 
9” high, water inlet 5 inches from floor. 
Wholesalers write to KESCO PROD- 
UCTS, P. O. Box &, Springfield 
Gardens 13, New York. 


BUSINESS OPPORTUNITIES 


MANUFACTURER'S REPRESENTA- 
TIVE or distributorship wanted for 
growing Long Island area and metro- 
politan N. Y. Established firm with 
background in refrigeration and air 
conditioning field. Financially responsi- 
ble. Write BOX A5628, Air Condition- 
ing & Refrigeration News. 

AGENTS AND distributors wanted in 
South and Southwest for complete line 
of washable permanent air filters. Na- 


tionally known manufacturer has ag- 
gressive advertising and promotion 
program. Territories will be assigned 


in October. Write full detailea to BOX 
A5638, Air Conditioning & Refrigeration 
News 


MISCELLANEOUS 


ATTENTION SERVICEMEN: Send for 
free circulars and bulletins on refrig- 
eration parts and equipment. Real 
money saving values: WALTER W. 
STARR; 2833 Lincoln Avenue, Chicago 
13, Illinois. 


CONTRACT MANUFACTURER will 
build to your brand name. Twenty-five 
years experience manufacturing 2 to 15 
ton air conditioners, water coolers, li- 
quid chillers, low temperature units, re- 
frigeration specialties and cabinets. 
Will adhere to schedules. Can design. 
Present your needs. Write BOX A5608. 
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Editor's Note: Patents de- 
scribed here have been se- 
lected from the “Official 
Gazette” of the United States 
Patent Office and offer only a 
brief summary of each inven- 
tion. Printed copies of pat- 
ents, reissued patents, and 
patent designs may be se- 
cured from the Patent Office; 
patents and reissues are 25¢ 
each, while designs are fur- 
nished at 10¢ each. Copies 
should be ordered by number 
and title and a mention of the 
fact if they are either De- 
signs or Reissues. 

Address orders for any of 
the above to: Commissioner 
of Patents, Washington 25, 
D. C. 


wardly of said outer wall and pivotally 
mounted in said pan for rotation about 
the axis of said pipe, a flat refriger- 
ant evaporator coil positioned within 
said duct by insertion through said 
opening, means supporting said coil on 
said pipe for pivotal movement there- 
with to accommodate the initial instal- 


lation of said coil 
preselected inclination to said duct 
and manifold means secured to said 


coil and said pipe for movement there- 
with, said manifold means defining a 
refrigerant flow connection between 
said coil and said pipe. 


2,744,660. BEVERAGE DISPENSER. 
William H. Jacobs, Newton, Maas. Ap- 
plication July 18, 1952, Serial No. 299,- 
562. 8 Claims. (Cl. 222—146.) 


1. A beverage dispenser comprising: 
a storage tank; a substantially cylin- 
drical refrigerating element mounted 
vertically in said tank; a restricted 
chamber surrounding the lower part of 
said element and communicating with 
said tank, said chamber having a wall 
provided with an orifice; a pipe lead- 
ing into said chamber forming a nozzle 
adapted to discharge substantially 
tangentially to said element, and a 
pump connected so as to draw bever- 
age out through said orifice and dis- 
charge beverage through said nozzle. 


2,744,807. ADJUSTABLE MEZZANINE 
SHELF FOR REFRIGERATED DIS. 
PLAY CASES. George K. Bently, 
Kendaliville, Ind., assignor to McCray 
Refrigerator Co., Inc., Kendallville, 
Ind., a corporation of Indiana. Appli- 
cation Peb. 18, 1963, Serial No. 337,521. 
6 Claims. (Cl, 312—3651.) 


‘Caged =y) 


1. In a refrigerated 
a top display compartment with front, 
back, end and bottom walle, a rear 
flue for discharging cold air forwardly 
the compartment through said 
back wall, a main produce supporting | 
shelf in said compartment, and means 
on said rear wall within the compart- | 
for supporting the rear edge of 
the sheif in various positions relative 
thereto, the provision of a mezzanine 
shelf in the rear portion of the com 


Wolverine Names Wuerthner — 


| 
EVANSTON, IllL—sB. J. 
Wuerthner has been appointed | 
to the sales staff of the mid- 
west district, E. J. Campbell, 
district sales manager for Wol- 
verine Tube, Div. of Calumet & 
Hecla, Inc., announced recently. 
Wuerthner will help to co- | 
ordinate midwestern district 
sales efforts for Wolverine at 
district headquarters in Evans- 
ton. 


cabinet having | 


North Syracuse, 
in said duct at a ®-— . = 


partment above said main shelf adapted 
to rest at its rear edge on said shelf 
supporting means in elevated relation 
to the main shelf, one or more legs 
for the forward edge of the mezzanine 
shelf and a guide bar at the lower por- 
tion of said lower edge on which the 
leg is hinged for forward and rear- 
ward swinging movements and on 
which it has adjustable shifting move- 
ments lengthwise of the bar. 


DESIGNS 

177,604. COMBINATION REFRIGER.- 
ATOR AND FOOD FREEZER. William 
A. Allen, Syracuse, N. Y¥., assignor to 
Carrier Corp., Syracuse, N. Y., a cor- 
poration of Delaware. Application Jan. 
3, 1955, Serial No. 33,819. Term of patent 
3%_ years. (Cl. D67—3.) 


177,605. CABINET FOR COMBINA. 
TION REFRIGERATOR AND FOOD 
FPREEZER. William <A. Arszberger, 
N. Y., sesignor to 


Carrier Corp., Syracuse, N. Y¥., a cor- 
poration of Delaware. Application Jan. 
3, 1965, Serial No. 33,812. Term of 
patent 344 years. (Cl. D6é7—3.) 


a 


177,610. BEVERAGE DISPENSING 
MACHINE. Cornelia V. Brous, Peter. 
borough, N. H., assignor to Food En- 
gineering Corp., Manchester, N. H., a 
corporation of New Hampshire. Appli- 
cation Sept. 21, 1965, Serial Mo. 38,010. 
Term of patent 7 years. (Cl. D52—3.) 


Perfection 


a a 


DIVISION OF HUPP 
“70 Years of Heating Leadership" 
entering an aggressive expansion program 


offers unusual opportunities to 
Alert, Aggressive 


DISTRICT MANAGERS 


experienced in Distributor-Wholesaler sales. 


Residential Heating 
Residential Air Conditioning 
Commercial Air Conditioning 


Full Line of Gas, Oil, Electric Space 
Heaters and Appliances 


Industries 


CORPORATION 


ALSO—Excelient Opportunities for 
Field Service Representatives 


Send complete history with picture 
to Carl W. Milisom, Vice-President 


PERFECTION INDUSTRIES 


1135 IVANHOE ROAD 
CLEVELAND 10, OHIO 


O'iviswvVown? oF 


Yours...CUSTOM QUALITY 
with Production Economy! 


PLASTIC - 


RUBBER 


Molded and Extruded Parts 


— 


Request Geaugo's new illustrated 
catalog. See how Gi's advanced extrusion 


ond molding techniques and finishing oper- 

ations will give you better ports, and reduce 

your ossembly costs. Design problem? Rely 

on Gl's engineers for the cost-saving answer. 
WRITE TODAY TO... 


.G ponerse INDUSTRIES 


MIDDLEFIELD, OHIO 


For more information about products advertised on this page use Information Center, page 20. 
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Exposition - - 
(Concluded from Page 1, Col. 4) 
ginia Smelting Co. 

Dates for the exposition are 
Nov. 18, 19, 20, and 21, 1957. 

Tentative plans to hold the 
show at Chicago’s Navy Pier on 
the lake front were cancelled 
following the show committee 
meeting, at which the opinion 
‘was expressed that the Amphi- 
theatre offers larger facilities 
and is better adapted to the 
needs of an exhibit the size of 
the ARI show. 


FACTORS RESPONSIBLE 
FOR SHIFT 

“Factors in the decision in- 
cluded the greater load-bearing 
capacity of the floors of the 
Amphitheatre, and better ar- 
rangement of space to permit 
wider flexibility in booth sizes 
and shapes,” the announcement 
said. 

“The Amphitheatre offers an 


unbroken rectangular space 300 6——— 


by 600 ft. in area, has large 
truck entrances on three sides 
which permit trucking of exhibit 
material direct to booth loca- 
tions on the floor, and has a rail- 
way siding going directly into 
the building.” 

Plans have been set on foot 
for other phases of the exposi- 
tion, to be worked out by Expo- 
sition Director George E. Mills 
in the 14 months before the 
show, Jones said. 


GROWTH OF EXPOSITION 
CITED BY ARI 


Pointing to the growth of the 
air conditioning and refrigera- 
tion industry to its present posi- 
tion among “the great industries 
of the country,” Israel said that 
the biennial expositions of ARI 
have marched hand-in-hand with 
this growth, and now “rank 
among the first 10 trade shows 
in the country— in size, in scope, 
and in importance. 

“The ARI expositions have 
truly become ‘the market place 
of the industry,’” he continued. 

“More than 250 companies 
exhibited at the last exposition 
in Atlantic City. This list in- 
cludes the leaders in the indus- 
try who have found through 
actual experience that in their 
over-all sales planning, a well- 
planned exhibit at an ARI ex- 
position is one of the most ef- 
fective sales tools possible for 
implementing their sales strate- 
gy and increasing sales. 

“We fully expect the 1957 ex- 
position in Chicago to surpass 
in size and importance all prev- 
ious shows and to reflect to the 
credit of the industry.” 


Ike’s Freezers -- 


(Concluded from Page 1, Col. 2) 
deep-freeze units as gifts for 
himself and the First Lady, Bess 
Truman.” 

Anderson said the refrigera- 

tion equipment on the Presi- 
dent’s farm includes three freez- 
ers in the basement, two roomy 
refrigerators flanking the freez- 
ers, a standard model refrigera- 
tor in the kitchen, and a large 
walk-in cold-storage unit in the 
barn. 
Ike paid for the units and 
also “carefully preserved the 
bills of sale to prove it,” ac- 
cording to the column. The 
President needs extra freezing 
equipment to handle the meat 
that is butchered on his farm,” 
it was explained. 
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Ar! Plans on B.t.u. 


(Concluded from Page 1, Col. 5) 


from one source or another and 
that the ratings are the one 
best means of sizing up avail- 
able units. 

The individual manufacturers 
themselves will handle the test- 
ing procedures, it was further 
noted. ARI’s feeling is that 
there is no necessity now for 
the association to set up its own 
laboratory for testing and rat- 
ing all models of all manufac- 
turers according to B.t.u. capac- 
ity. 


PLANS FOR HANDLING 
ALLEGED VIOLATIONS 


Jones also explained what the 
association intends to do if a 
manufacturer should publish al- 
legedly inaccurate ratings. The 
ARI, he indicated, will go into 
action only when a producer’s 
published B.t.u. rating is ques- 


Rating Program -- 


tioned directly by a competitor. 

“If the competitor tests the 
unit and finds the results do not 
agree with the published rat- 
ings,” Jones said, “ARI will 
recommend that the two manu- 
facturers get together and at- 
tempt to reconcile their differ- 
ences. 


ARI COMMITTEE CAN 
TEST UNIT 


“If this fails to produce re- 
sults, the competitor protesting 
the rating will report to a spe- 
cial ARI committee, which will 
arrange to test the unit in 
question. If the test bears out 
the protest, ARI will then ad- 
vise the producer of that unit 
that he cannot state that he has 
tested the unit in accordance 
with the ARI standard.” 

Regarding national advertis- 
ing and promotional literature, 


Air Conditioning & Refrigeration News, September 17, 1956 


it was reported that in many 
cases such material will be edu- 
cational in nature, explaining to 
the public the significance of 
the B.t.u. ratings and the op- 
portunity they offer for the con- 
sumer to compare performance 
of various rated units. Such ad- 
vertising often may list B.t.u. 
ratings by models, it was stated. 


H. F. Hildreth, manager of 
the refrigeration specialties divi- 
sion of Westinghouse Electric 
Corp., said his company “will de- 
velop a slug for use in all adver- 
tising stating: ‘This unit is 
tested and rated in accordance 
to ARI Standard number 110-56. 
Refer to local dealer for B.t.u. 
ratings which are on file in cata- 
log and spec sheets.’ ”’ 

Reporting that Welbilt Corp. 
will continue to publish its B.t.u. 
ratings in spec sheets, a com- 
pany spokesman said no decision 
has been made on incorporating 
them in national advertising. 

A spokesman for Emerson- 


Quiet Kool Corp. reportedly 
stated that present plans did 
not call for the use of B.t.u. rat- 
ings in the company’s national 
advertising. 

Although Mitchell Mfg. Co. 
had not signed the ARI agree- 
ment, Howard Haas, advertising 
and sales promotion manager, 
was quoted as saying that the 
company “subscribes to the pro- 
gram in principle.” 


M-H Filter Plans - - 


(Concluded from Page 1, Col. 4) 


provides, among other things, 
for the exchange of research 
and engineering information. 
Electronic air cleaning equip- 
ment works like a magnet, elec- 
trically charging air-borne par- 
ticles, including germs, and col- 
lecting them on plates having 
an opposite electrical charge. 
Such equipment removes 90% 
or more of all air-borne parti- 
cles, regardless of size. 


RAPID... 


Complete Defrosting With Glycol 


Levitz Frozen Foods, Inc., Lebanon, Penna. 


Dunham-Bush ‘GD’ Glycol Defrost product coolers in the 


sharp freeze room (maintained at minus 30° F), 


meat storage room (minus 10° F) and breakup room 


(O° F) at Levitz Frozen Foods, Inc., Lebanon, 
Pennsylvania, require defrosting for only 
30 minutes once a day. 


Inner-Fin® construction of these units, exclusive with 


Dunham-Bush, makes possible an entirely separate 


defrost circuit (see diagram). Defrosting is rapid .. . 


room temperature rise is held to a minimum .. . 
no dilution of defrost medium is possible . . . 
system has “separate-circuit” reliability . . 

power economies are marked. Defrosting of all 
units is automatically controlled. 

‘GD’ units, featuring all copper patented Inner-Fin® 
construction, are available in capacities from 


22,000 to 136,000 BTU/hr., 4,800 to 18,300 CFM. 


Request free catalog containing complete in- 
formation on these and other units in the 
extensive Dunham-Bush line of quality low 
temperature equipment. 


— 
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Refrigeration Contractor: Herre Bros., Harrisburg, Penna. 
Consulting Engineers: V. C. Patterson & Associates, York, Penna. 


Dunham-Bush Heavy Duty Product Coolers 


SUCTION LINE 
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GLYCOL 
RETURN 


HEATER 
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BUSH Dunham-Bush, Inc. 


AIR CONDITIONING, REFRIGERATION, HEATING PRODUCTS AND ACCESSORIES 


WEST HARTFORD 10 e CONNECTICUT e 


For more information about products advertised on this page use Information Center, page 20. 
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